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IN 1m Colt Reke) ainic: 
, FOR PROFIT 
- ON COMMERCIAL LIGHTING BUSINESS 


? 





IN MAKING UP YOUR NEXT BID 


‘Whatever you need in material . . . standard or special 
Whatever you need in sales aid . . . printed or personal 
Whatever you need in price 


WAKEFIELD 


can supply 





THE F. W. WAKEFIELD BRASS CO. - Vermilion, Ohio, U.S. A. 
FOR 30 YEARS MANUFACTURERS OF “RED SPOT” LIGHTING SPECIALTIES 





The NEW Benjamin 


**Unit’’ 
PACKAGE 





— * Reflector, Wall Bracket and Stem, 
- Conveniently Packed 


ONE TO A CARTON 
Complete, Ready to be Wired and Installed 








Dome Reflector, with Wall ¢6 = 
Bracket and Stem, List. . $3.50 








for lighting 








Basements 








Areaways 
Courtyards 
Alleys 

Garages 
Driveways 

Fire Escapes 
Roadside Stands 
Signs 

Tourist Camps 
Farm Building- 
Farm Yards 
Stables 

Dairy Rooms 





Milk Houses 
Canning Sheds 
Ete., Ete. 












Angle Keflector, with Wall $2 Gp iE 
Low Priced 
Fast Selling 


Comprises a Benjamin 
porcelain enameled steel 
Dome or Angle Reflector, 
suitable for 75 or 100-watt 
lamps, with an easy-to-wire 
heed and socket, 17%-inch length of 1%-inch 
pipe, and wall bracket. This convenient set-up 
eliminates the assembling of parts from many 
sources and does away with cutting, threading 
and bending of pipe. 


A Big Market—A Great 
Sales Opportunity 


This new unit package offers you countless 
opportunities for quick sales and immediate in- 
stallations. Write today for full information. 








BENJAMIN ELECTRIC MFG. CO., 


General Offices and Factory: 


DES PLAINES (Chicago Suburb) ILLINOIS 


Divisional Offices: 


New York Chicago 
247 W. 17th Street 111 N. Canal Street 


San Franciseo 
448 Bryant Street 
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Selling Radio Service in a big Way by R. C. wae. 
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No other electrical conduit can give you better assurance of proven performance 


than Youngstown-Buckeye. No other conduit can give you greater ease of installation 


than Youngstown-Buckeye. Such a combination places Youngstown Buckeye’s 


value far beyond its cost . . . and yet it actually costs no more than other rigid 


steel conduits. / You will find Youngstown-Buckeye Conduit distributed by leading 


jobbers everywhere ...and used by contractors in the country’s finest buildings. 


District Sales Offices: 
ATLANTA - - - Healey Building 


BOSTON «+++-+>+-+ Chamber or 
Commerce Building 


BUFFALO - Liberty Bank Bldg. 

CHICAGO - - Conway Building 

CINCINNATI -- + Union Trust 
Building 

CLEVELAND - Terminal Tower 
Building 

DALLAS - - - Magnolia Building 

DENVER-Continental Oil Bldg. 

DETROIT - - - - Fisher Building 

KANSAS CITY, MO. -- Com- 
merce Building 

LOS ANGELES - 3000 Santa Fe 
Avenue 

MEMPHIS - -- 42 Keel Avenue 

MINNEAPOLIS - Andrus Bldg. 

NEW ORLEANS : - - Hibernia 
Building 

NEW YORK -30 Church Street 
Hudson Terminal Building 

PHILADELPHIA :- - Franklin 
Trust Building 

PITTSBURGH - - - Oliver Bldg. 

SAN FRANCISCO: --55 New 
Montgomery Street 

SEATTLE - - + Central Building 

ST. LOUIS «+ Louderman Bidg 


YOUNGSTOWN - Stambaugh 
Building 


LONDON 
REPRESENTATIVE: 

The Youngstown Steel Products 
Cogipany, hwood House, Old 
Broad Street, London, E.C. Eng. 





THE YOUNGSTOWN 
SHEET AND TUBE CO. 


One of the oldest manufacturers of 
copper-steel, under the well-known and 
established trade name “Copperoid” 


General Offices — YOUNGSTOWN, OHIO 
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Let’s 


Try 


Something 














F the depression has taught us 
I anything, it is the hazard of one- 

time selling. So far we have been 
content to take our business from 
new or unwired premises, or from ad- 
ditions and repairs. When it came 
to going back to a customer two or 
three years later and attempting to 
sell additional wiring, little was done. 
Therefore, when the field of unwired 
buildings played out, there was little 
to fall back on. 


A way must be found to sell addi- 
tional wiring. It is not enough to 
say that the public is not interested 
in more wiring. We know that. We 
do not know, however, that the pub- 
lic cannot be interested in more wir- 


ing. 


It is probably true that if we went 
out to the public and tried “cold tur- 
key” to sell wiring, merely as wiring 
and nothing more, that we would not 
get very many orders. But is that 
not true of everything? 


T is the contention of ELECTRICAL 

CONTRACTING that the public can be 
sold anything worthwhile, if the right 
approach can be found. We lay no 
claims to knowing what this approach 
might be, nor do we believe that the 
electrical industry is the logical place 
to find such an approval. As electri- 
cal men we have lived too close to the 
details of the problem to get a good 
perspective of the problem itself. The 





expression that one “can’t see the 
forest for the trees” applies this case 
exceptionally well. The electrical in- 
dustry cannot see how the job CAN 
be done because most of us are seeing 
too many reasons why it CAN’T be 
done. 


Why, today the copper people are 
talking about the ease with which 
plumbing in an old home can be mod- 


- ernized—and we say we can’t sell wir- 


ing! 


F course, it is true that what the 

public wants, in the final analy- 
sis, is what electricity will do—light, 
heat, power; but does the public know 
it cannot get the best 1931 effects 
with 1910 wiring? 


Perhaps instead of waiting for 
greater sales of lighting, heating and 
power devices to sell more wiring, we 
might hasten the sale of these devices, 
if we concentrated a bit more on mod- 
ern wiring. 


Instead of putting forth theories 
why it can’t be done, we might at 
least give it a trial. Therefore, ELEc- 
TRICAL CONTRACTING suggests that 
two or three advertising agencies be 
retained to work out a campaign and 
to try each of them out in two or 
three cities. Such a method would 
not be expensive, but the results 
would be much more positive than all 
the theories the industry could ad- 
vance. 
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Dependable Joe Castillo | ° 

















ANACONDA WIRING 
PRODUCTS 





Rubber Covered Wire 
ABC Armored Cable 
Flexible Steel Conduit 


Joe weighs the powders that go into Anaconda 
rubber compounds —a job requiring accuracy G 
and care. And Joe és accurate . . . all day, every S 
a 
S 
lc 


a 
as 


Duraduct Loom 
Durax Sheathed Cable 
Flexible Cords 


day. That’s why he has kept his job for 


seven years. 




















AnaConp A There are many Joe Castillos in our mills. Each wv 

te affe tp enipene one is skilled in his specialty, each one ... from v 

| mine to consumer... helps safeguard Anaconda F 

quality. . 

S 

n 

S 

ANACONDA WIRE & CABLE COMPANY 

GENERAL OFFICES: 25 BROADWAY, NEW YORK 

CHICAGO OFFICE: 20 NORTH WACKER DRIVE : 

Sales Offices in Principal Cities t 
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Don’t Let AMBITION 
Run Away With You 


Advises JOHN WISE 


HERE was once an inventor in Europe 
fe had the world beat—the only differ- 

ence between him and Tom Edison was 
about 400 years. Either this bird fell out of 
his high-chair or his mother was scared by a 
tractor, because he was nuts on machinery, 
and was forever rigging up some gadget to do 
away with work. 

He finally got fed up on turning out auto- 
matic golf-ball finders and self-making beds, 
so what did he do but buy a used wax figure, 
and after nine years work with a burglar’s kit 
and a pulmotor, he actually built himself a 
man! Yes, sir, he came through with a genus 
homo named Frankenstein who could do any- 
thing the rest of the race could and mostly 
better. 

Now, the brains came from a ham-and-egg 
wrestler that dreamed he had a head-lock on 
Gus Sonnenberg and broke his own neck. This 
gave Frankie the nasty habit of taking people 
apart, so the inventor used him for a body- 
guard. Any time the boss got caught with 
loaded dice or passing a rubber check, he 
would yell for his ape-man and Frankie would 
wring the enemy’s neck. 

This worked so well that the boss got to 
overworking Frankie and when the dummy 
squawked he pushed him down a flight of 
steps. That was the inventor’s first and only 
mistake, because Frankie scrambled up the 
stairs and tore his creator to bits. 

Well, that inventor wasn’t the first or last 
guy who built up something that destroyed 
him. This reminds me that here lately a lot of 
birds who want to sell me a few tons of this 





and that have been patting my back sore and 
telling me I should quit piking and be a big 
shot. They say my success should encourage 
me to expand and take on everything in the 
book, then I will corner all the business there 
is by making a big splash. 

But I say, none of that balloon stuff for 
Johnny. I can get taken to the cleaners 
plenty the size I am, without making myself a 
national institution and owing everybody 
from Andy Mellon down to the corner news 
stand. I should erect overnight a topheavy 
structure that will go haywire like Franken- 
stein and come down on my bean right after 
I sign the order for a yacht! No, sir, I’m am- 
bitious and I[’ll build up my business, but it’s 
got to grow like an oak and not like a weed! 








Aside from the actual repa 


Burnett ElectricCo., Chic 








All valuable tools, such as _ electric 
drills, hammers, saws, etc., are kept 
in individual steel boxes provided with 
locks. Thus the tools are protected 
against dust and dirt except when ac- 
tually in use. All of these tools are 
tagged with a yellow tag calling atten- 
tion to the fact that the tool is valuable 
and should be locked up. 


Miscellaneous tools are kept in steel tool boxes 
where they may be locked up and protected 


from the weather when not in use. 
All tool boxes are stenciled with the name and 


type of tool contained and the tool number. 
Manufacturers’ tool numbers only are used as 
it is then possible to register the number of 
the missing tool with the manufacturer and 
recover it in case it is sent in for repairs. 





All tools large enough are stenciled 
with the company’s name and the tool 
number. Pure red lead is used as it is 
most durable. 
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of tools in the shop Kelso- 
makes a special effort to 


ck of tools on the job easy. 


[ a sy 


DEFECTIVE (0)| 
bicliieie gaa 





When a tool breaks on the job or 
shows signs of wear it is tagged by 
the mechanic with a red tag bearing 
the word “defective.” Thus it is 
brought to the immediate attention of 
the man in charge of maintaining tools 
when it is returned to the shop. 














































































































! 
TOOL TICKET 
soa ] DATE ————sJOBNO.__ 
____| DEL. To jos 
| | 1%" | -_ j 2" | 3” | 342" + 
— = } 1 
a | = : —_ ——_ 
= ii ee ee a ee ee ee ee 
___CONDUITTOOLS | TOOLBOXES | SOLDERING __ METAL MOLDING 
__| Smanstock |_| | | Sma |_| |__| Plumber Furnace | | _|_ Shear | 
» ate | a s | Large = | a Elec. Solder tron _Wiremold 
® | Portable Office | _| Acetyl.Sold Torch| _| Bender 
| Port StoreRm. | | @ Ss = * i | 
% | _|_|_ CUTTING-DRILLING BLOCKS & TACKLE 
i Tol Beaver 1"-2" LADDERS oe Electric Drill | | Handline 
Ratchet 2'/2°-4" Specify Size et | Twist Drill |_| _ Rope 
| Ratchet 2¥4"-6"_ eo el ee 
~| Benches—smat | | | | || || tee. Hammer _| |_Blocks 
| Benches—targe | | | | 20H. topten | | | | ac—oc | | | | single 
“TBenches—Piank | | || 20% sormesnen | [ack Hammer || | | cou 
| Hickies—smatt_| | | | tocks || || HEE et Fer | _ Trio 
Hickies—Large _ x | aS aa | : _ | Specity Size | Snatch 
loucen |_| | KNocKourcuTTING | || | || te tape 
AutoC'tt’r2y"-4°| | | | #1 Nischan 3-19" |_| j = 
2%" ees TS hi |_| #2Nischan 1} 231 D.C. Converter | | PAINTING 
Toledo Crabs | _| |__| #3 Nischan 3°.4" | | Acetylene Torch |__| Cans < 
Power Drive |_| _| Circular Saw |_| | __ For Cutting Welding |_| | _Specity Size 
| ac ve |_| |__| pitty Cutter _|_| | | Stedge |_| 
} Universal | WIRE PULLING ss iN |_ Bull — Ff . | 
7 | Ext for Pow. Drive | Fish Tape Z ae B | Heavy Hammer } | Brushes 142" 
Tools are charged out to each job on ~ | PeThdM'chg-2"| | ahaa [|] [tong Hardie Ax |_| Brushes 3° 
a tool ticket giving the quantity and | Smait_ Large a Large | |_| __| Whitney Punch |_| SPECIAL 
tool numbers. When tools are picked | ee ___ 2Spet Sos | |_| _Swat—tege _|_t on St 
up from the job the truck-driver makes et tt tt eee | catension Cord 
* Fe Ne | File Va Rd Large| | | ft Jacks—Bar 2 | aa ae Tin Snips Water Level 
out a similar sheet and when the tools | Pipe Bend M'ch | 7 nae” 2-7 | Hand Shears Acid Pump 
are received in the stock-room the two [m2 |_| | o| mosere |_| | | Cold Chisel Resist 600V 
sheets are compared. Thus responsi- ___| Large Pipe Vise | 1] nose se 200F | | | | Wood Chisel Auto Tfr 
bility is placed on each individual —| Pipe Pusher _}_}_}_91_biech, Srsteh_ | + an — ey 
© : R'm'r Lge 7-2" Come Along Lath Hatchet t 
handling and using the tools and any | wre Reh ore oe 2 fae rma Seen 
missing tools are immediately noticed. ' Tim Bear \ | va" to 4" 
y/o | WIREMAN_ 
o CondPLETE WITH EXT SS 
CORD AND EMERY WHEEL ' 4am 280 LOADED BY om Sd as 
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This fully equipped shop is in charge 
of W. C. Garner, radio engineer, 
formerly assigned to the General Elec- 
tric Co’s. laboratory, with two assis- 
tants whose main work is installation. 
Here the most exhaustive tests are 
made, followed by repairs when neces- 
sary. In addition, trade-in and ob- 
solete sets are put in new cabinets and 
otherwise modernized. The work of 
this department includes service on all 
makes of sets, the installation and 
correction of aerials and installing of 
public address systems. 
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By R. C. KNIGHT 











Knight Electric Co., 
Birmingham, Ala. 





The five files shown hanging in the shop 
furnish a complete story on every job, 
finished or in process. First, on the left, 
is the Work Ticket, listing everything used 
and accomplished by the outside men. 
Next is the Dray Ticket, proving the de- 
livery and an aid in checking inventories. 
Then comes the Finished Job Tickets for 
ready reference in case of doubt as to what 
was done. The last two are Jobs To Be 
Done, one file for inside repairs and the 
last for all outside repairs or installations. 
In addition to all these, a separate file is 
maintained wherein the tickets show all 
technical tests and their results. These 
records positively eliminate guesswork. 


By means of portable testing apparatus, 

plus technical knowledge, the source of 

trouble can, in most cases, be discovered 

and corrections made in the home of the 

customer which affords the opportunity to 

recommend and sell on the spot the serv- 
ice or material necessary. 


Electrical Contracting, August, 1931 


‘ 
I 
1 
i 








AXadio Service 
+ 
1 a The solicitation and performance of 
z , radio servicing is becoming an impor- 


tant branch of the contracting indus- 
try which can be built up to large 





A special woe AI wage for the use of - volume and definite profits by spe- 
engineer an is assistants provides ample > 22 . ° ° 
room and speedy ennetestation ios all the cialization and intensive sales efforts 


necessary testing apparatus, tools and material, 
including a complete aerial outfit, in case a sale 
is made on the trip. 












The installation of aerials is a large 
and respected part of the radio service 
volume. Sales are made, not on price, 
but on the basis of improving recep- 
tion, quality material and permanency. 
Every precaution is taken to insure 
good work and _ installations are 
guaranteed. 


jhagetbbedli. 


> = gneennehas 


While on the way to a job, the service men scrutinize 
all housetops for aerial prospects that look good for 
a sale. Likely addresses are “spotted” for a call 
on the way back. They also call on aearby prospects 
selected from a list of about 700 owners of sets not 
sold by the firm. In this picture Mr. Garner is selling 
a permanent aerial to replace a temporary one which 
was not doing justice to the set. 
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, \ HE electrical contractor may be likened to a gen- 
eral because every job he gets is just another bat- 
tle. He is required to size up the situation and 

say beforehand what it will cost to complete the work. 

[f he underestimates the amount, he loses, as the general 

loses if he fails to employ sufficient men and equipment. 

And the hidden enemies which lie in wait to attack 

the contractor’s profit are those unfortunate and ever- 

present leaks, delays and losses which cannot be antici- 
pated. 

One of these enemies is “trouble-labor”’—things the 
contractor must pay his men to correct, but for which 
he receives no additional compensation. Some of them 
are bound to be the fault of his mechanics or himself. 
Others are caused by careless, dishonest or ignorant cus- 
tomers, while still others are traced to the errors of 
other trades. 

Undoubtedly the chief cause of trouble-labor is the 
average customer’s unfamiliarity with the working of 
his electrical installation. All he knows is that the con- 
tractor is responsible for making everything work 
smoothly. 

Suppose a mechanic is hanging the dining-room fix- 
ture as the finishing touch to a newly wired home. He 
asks the lady how far above the dinner-table she wants 
the unit, and follows her instructions exactly right be- 
fore her eyes. Apparently everything is fine, but, 
maybe a week later, she calls up and says it doesn’t seem 
quite right, it should be a bit higher. A man is sent out 
to make the correction, and, although the customer is 
to blame, no charge is made; it is the custom to throw 
such service into the balance for good-will. But the 
contractor pays for the call and the work. 

Many times a "phone order is received for an elec- 
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The 3rd John Kuhlemeyer 
BUSINESS ANALYSIS 





Say! 


VW hats 


trician to make repairs or put in additional wiring. The 
customer says: “Come around tomorrow at two o’clock 
in the afternoon.” When the wireman arrives the next 
day the house is locked up. Probably he tries again 
later, but the lady is still out. The next morning he 
calls her on the ’phoné and she insists she was “home all 
day,” but a little cross-examining makes her remember 
that she did go to a neighbor’s house “for just a few 
minutes.” Again the contractor is out money, but 
chooses to absorb the loss. 

After a new residence job is completed, many little 
things bob up which require extra service without 
charge. Perhaps a switch sticks, or a piece of glass- 
ware is broken. Sometimes a plate will disappear after 
it is removed for kalsomining. No one knows where 
it went, and the contractor is the goat. “The bell in- 
stalled by your electrician won’t work,” phones another 
customer. Your man finds that some kids stole the 
wire before the house was occupied. This is a bad one, 
because it takes time to locate the trouble. 

A house is wired and the folks move in. A few days 
later they demand that the contractor come and fix 
the cellar light, which won’t burn. Investigation shows 
that they have blown a fuse. Now and then a work- 
man calls to connect the ground and finds the waterpipe 
is not in place; another expensive call for the boss 
to laugh off. On a new residence job the wireman 
places a switch beside a doorway. When the door is 
hung it swings the opposite way to what the carpenter 
told the wireman and the switch is behind the door. 
The carpenter swears he told the electrician the truth 
about the door, but the latter is equally sure that he 
received the wrong information. To save argument the 
switch is moved at the electrical contractor’s expense. 

Even on repairs in the store, trouble-labor creeps in. 
A woman brings her iron to be fixed, but leaves the 
cord at home. Your man repairs the iron and collects 
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$2.50. In a couple of days the owner is back with fire 
in her eyes because the thing won’t heat up. This time 
she brings the cord and plug, which looks like it had 
been through a sausage-machine. Still she blames the 
man who fixed the iron and the cord is replaced free-of- 
charge. 

Industrial work brings up many of these situations. 
For instance, the wiring in a new factory is completed 
and moving-in begins. All the work has been tested 
out O.K. Some one else has sold the motors and when 
these are installed a workman takes out the main fuses 
that were furnished, which happen to be 400 amp. and 
rather expensive. He puts them in his own kit, but 
when finished forgets to replace them. Consequently 
the machinery refuses to run and the plant men naturally 

get all excited. After call- 
ing the power company 
they are referred to the 


contractor and anyone 

knows the answer —he 

pays for new fuses. 
Again, on a motor con- 


trol job, a starter is in- 
stalled which has a safety- 
catch. The first hint to 


Matter 
wth 


the contractor of trouble comes in the shape of a ’phone 
call to the effect that a big press will not start and that 
they are losing money. It develops that the plant man, 
in his efforts to start the press, has touched everything 
but the safety-catch. 

It is Saturday evening on a newly wired farm and 
the indignant owner calls the contractor to inform him 
the lights do not burn. Of course, the man who is 
sent out is drawing double time every minute he is 
gone. When he arrives at the farm he learns that the 
public service company has not set the meter—a very 
good reason for no lights, but one not easily explained 
to a man who was looking forward to his “grand open- 
ing” over the week-end. 

Another time the contractor receives an order from 
the power company to install a 7000-watt range away 
out in the country. Arriving on the job, the wireman 
discovers that the range is really of 13,000-watt capacity. 
Just another batch of telephoning, waiting and extra ex- 
pense for the contractor. 

These are all incidents from our own experience and 
undoubtedly they have been duplicated not once but 
many times in the work of thousands of contractors. 
And as they are only a small part of the things that 
are happening every day, it can be seen that trouble- 
labor is a factor to be recognized and faced the same as 
the regular, legitimate hours of work that are spent in 
putting in the job. 

Since trouble-labor expense comes out of the profit, 
then the one sure way to whip it is to provide a reserve 
margin of profit sufficient to cover the unavoidable 
leaks. Then if precautions are taken to eliminate some 
of the avoidable errors of omission and commission, 
the contractor finds himself in a much better position 
to weather those losses he cannot anticipate. 

In most cases the adding of 1 per cent to the overhead 
which is considered in making a bid will absorb the 
losses described. Where a store is maintained, it should 
be 2 percent. In isolated cases the percentage should be 
higher, but these are good average figures. 
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Saving Time mm 
Service Station Wiring 


Careful planning of the job for quality, 

economy and to meet inspection re- 

quirements has made a reputation as 

service station specialists for Yerkes & 
Lewis, Philadelphia Pa. 








SERVICE STATION ISLAND 








PUMP LIGHT PUMP LIGHT 
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Accuracy in lining up the conduit to come 


D 
directly beneath the pump permits fast MAIN SERVICE 











work. This is done by using the plumb- : ; , 
er 3 : ee a 4 Solid vapor-proof boxes without locknuts or bushings 
er’s pipe as a guide and allowing for the : : ; 
= ; “aie are required in the pump. For that reason the main 
distance between fittings on the pump. : : ee : 
: +s . line is run to one lighting post as shown in the 
Leaded joints must be used in the pump d 7 r h ii sally oe 
and work made vapor-proof. rawing. rom there lines may go to outer islan 


lights and pumps. By wiring according to the dia- 
gram, no T’s are used in the pumps. Junctions are 
in the light posts and easily accessible. 


Quality materials and oversize 
conduit mean a saving for the 
contractor in the long run. They 
give the customer a better job 
and make pulling wire easier. 





Conduit for fence lighting is not 
noticeable when run along the 
base and up the hollow fence 
post to the light. In this case 
the line runs to the lamp without 
a bend. If conduit is run be- 
hind the top of the fence cable 
must be used and extra drilling 
into the fence post is necessary. 
Moreover, such a job is not 
weather-proof. 





Wire connectors are inexpensive and 
as no soldering is required consider- 
able time is saved through their use. 
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Contracting Industry 


Offered Modified Rules 


Federal Trade Commission substitutes innocuous 
rules for those developed by the industry and 
adopted at Kansas City—To request rehearing 














Federal Trade Commission 
Substitute Rules 


GROUP I 
Rule 1. 


The Commission substituted and approved the following 
rule for Resolution 1 as adopted by the industry: 

Maliciously inducing or attempting to induce the 
the breach of existing contracts between competitors 
and their customers by any false or deceptive means 
whatsoever, or interfering with or obstructing the per- 
formance of any such contractual duties or services 
by any such means, with the purpose and effect of un- 
duly hampering, injuring, or embarrassing competitors 
in their businesses, is an unfair trade practice. 


Rule 2. 


The Commission substituted and approved the following 
rule for Resolution 2 as adopted by the industry: 
Maliciously enticing away the employees of competi- 
tors with the purpose and effect of unduly hampering, 
injuring, or embarrassing competitors in their busi- 
nesses is an unfair trade practice. 


Rule 3. 


The Commission substituted and approved the following 
rule for Resolution 3 as adopted by the industry: 

The defamation of competitors by falsely imputing 
to them dishonorable conduct, inability to perform con- 
tracts, questionable credit standing, or by other false 
representations, or the false disparagement of the grade 
or quality of their goods, with the tendency and capacity 
to mislead or deceive purchasers or prospective pur- 
chasers and the tendency to injuriously affect the busi- 
ness of such competitors, is an unfair trade practice. 


Rule 4. 


The Commission substituted and approved the following 
rule for Resolution 4 as adopted by the industry: 

The selling of goods below cost with the intent and 
with the effect of injuring a competitor and where the 
effect may be to substantially lessen competition or tend 
to create a monopoly or to unreasonably restrain trade, 
is an unfair trade practice. 


Rule 5. 


The Commission substituted and approved the following 
rule for Resolution 5 as adopted by the industry: 

The practice of shipping or delivering products which 
do not conform to the samples submitted or represen- 
tations made prior to securing the orders, without the 
consent of the purchasers to such substitutions, and with 
the effect of deceiving or misleading purchasers and 
the tendency to injuriously affect the business of com- 
petitors, is an unfair trade practice. 
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Industry Resolutions for Which 
Substitution was Made 


GROUP I 
Resolution 1. 


The wilful interference by any person, firm or cor- 
poration with an accepted firm order or other form of 
contract between a seller and a purchaser, or know- 
ingly and wilfully to submit a bid after a contract has 
been awarded to a competitor, with the purpose and 
effect of inducing or attempting to induce a breach of 
the contract between a competitor and his customer 
and appropriate in whole or in part the patronage or 
business of a competitor, where the effect is to sub- 
stantially lessen competition, is an unfair trade practice 


Resolution 2. 


Interference with a competitor’s business through 
the enticement of his employees from his employment, 
rendering it difficult or embarrassing for him to fill 
their places, is an unfair trade practice. 


Resolution 3. 


Dissemination of false and misleading information 
relative to a competitor’s business integrity, his ability 
to carry out his contracts, his credit standing, or the 
quality or reliability of his electrical materials, is an 
unfair trade practice. 


Resolution 4. 


The furnishing or selling of materials and services at 
or below cost for the purpose of injuring a competitor 
and with the effect of substantially lessening competi- 
tion is an unfair trade practice. 


Resolution 5. 


Fraudulently substituting inferior or unreliable ma- 
terials in electrical installations for good materials speci- 
fied in the contract is an unfair trade practice. 
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Commission Substitutions (Cont.) 
Rule 6. 


The Commission substituted and approved the following 
rule for Resolution 6 as adopted by the industry: 

The practice of using materials or methods of installa- 
tion not in accordance with the applicable Governmental 
laws, rules and regulations obtaining in the territory 
affected, with the tendency to injuriously affect the busi- 
ness of competitors, is an unfair trade practice. 


Rule 7. 


The Commission approved Resolution 7 as adopted by the 
industry, reading: 

The secret payment or allowance of rebates, refunds, 
commissions, or unearned discounts, whether in the 
form of money or otherwise or secretly extending to 
certain purchasers special services or privileges, not 
extended to all purchasers under like terms and condi- 
tions, with the intent and with the effect of injuring a 
competitor and where the effect may be to substantially 
lessen competition or tend to create a monopoly or to 
unreasonably restrain trade, is an unfair trade practice. 


Rule 8. 


The Commission substituted and approved the following 
rule for Resoluton “A” as adopted by the industry: 

Deviation from the established standards of the in- 
dustry by any deceptive or false means or device with 
the effect of misleading or deceiving purchasers or pros- 
pective purchasers and the tendency to injuriously 
affect the business of competitors is an unfair trade 
practice. 


Rule 9. 


The Commission substituted and approved the following 
rule for Resolution “E” as adopted by the industry: 

Securing information from competitors concerning 
their businesses by false or misleading statements or 
representations or by false impersonations of one in 
authority and the wrongful use thereof to unduly hinder 
or stifle the competition of such competitors is an un- 
fair trade practice. 


Rule 10. 


The Commission substituted and approved the following 
rule for Resolution “J” as adopted by the industry: 
For any person, firm, or corporation knowirly to 
aid or abet another in the use of unfair trade practices 
is an unfair trade practice. 


GROUP II 
Rule A. 


The Commission *substituted and accepted the following 
for Resolution “K” as adopted by the industry: 

(a) The industry approves the practice of each in- 
dividual member of the industry independently publish- 
ing and circulating to the purchasing trade its own 
price lists. 

(b) The industry approves the practice of making 
the terms of sale a part of all published price schedules. 


Rule B. 
The Commission substituted and accepted the following 
for Resolution “M” as adopted by the industry: 

The industry hereby records its approval of the defi- 
nition of a qualified wholesale distributor to be one 
whose principal business is selling to the retail dis- 
tributor. 


Rule C. 


The Commission substituted and accepted the following 
for Resolution “N” as adopted by the industry: 
It is the judgment of the industry that each member 
should install a proper and accurate method for deter- 
mining his cost. 
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Industry Resolutions (Cont.) 


Resolution 6. 


To use materials or methods of installation not in 
accordance with the applicable governmental laws, rules 
and regulations obtaining in the territory affected is 
an unfair trade practice. 


GROUP II 


Resolution A. 


In electrical installations in territories where no gov- 
ernmental laws, rules or regulations prevail the National 
Electrical Code, approved by the American Standards 
Association, provides the proper minimum regulations. 


Resolution E. 


Surreptitiously obtaining information relative to com- 
petitors’ bids in the preparation of one’s own bid is 
condemned by the industry. 


Resolution J. 


For any person, firm or corporation to aid or abet 
another engaged in unfair trade practices is condemned 
by the industry. 


Resolution K. 


(a) The industry approves the practice of each indi- 
vidual member of the industry independently publishing 
and circulating to the purchasing trade his own price 
lists. 

(b) The industry hereby records its approval of the 
practice of making the terms of sale a part of all pub- 
lished price schedules. 


Resolution M. 


The industry hereby records its approval of the defi- 
nition of a qualified wholesale distributor to be one 
whose principal business is selling to the retail dis- 
tributor, carries a well selected stock of merchandise, 
buys in suitable quantities, warehouses a reserve stock 
for retailers within a radius of economical distribution 
and convenience of service, resells in proper units to 
the retailer as economically as possible, assumes the 
credit risk and such other obligations as are incident to 
the transportation, warehousing and distribution of the 
products of the industry. 


Resolution N. 


It is the judgment of this industry that an accurate 
knowledge of cost is indispensable to intelligent and 
fair competition, and the adoption of accurate methods 
of cost-finding and estimating is recommended by the 
industry. 
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Commission Substitutions (Cont.) 


Rule D. 


The Commission substituted and accepted the following 
for Resolution “O” as adopted by the industry: 

The industry approves the practice of handling dis- 
putes in a fair and reasonable manner, coupled with a 
spirit of moderation and good will, and every effort 
should be made by the disputants themselves to arrive 
at an agreement. If unable to do so they should agree, 
if possible, upon arbitration under some one of the pre- 
vailing codes. 


Rule E. 


The Commission substituted and accepted the following 
for Resolution “P” as adopted by the industry: 

A Committee on Trade Practices is hereby created to 
cooperate with the Federal Trade Commission and to 
perform such acts as may be proper to put these rules 
into effect. 








Industry Resolutions (Cont.) 
Resolution O. 


The industry approves the practice of handling dis- 
putes in a fair and reasonable manner, coupled with a 
spirit of moderation and good will, and every effort 
should be made by the disputants themselves to arrive 
at an agreement. If unable to do so, arbitration should 
be agreed upon. 


Resolution P. 


A Committee on Trade Practices is hereby created and 
empowered to make complaints concerning alleged vio- 
lations, to co-operate with the Federal Trade Commis- 
sion, and generally to perform such other acts as may be 
reasonably necessary and proper to put these resolu- 
tions into effect and accomplish the objects and purposes 
of this conference. 





The Commission declined to approve or accept the 
following resolutions adopted by the industry: 





Resolution B. 


The inducing or attempting to induce an architect, owner 
or builder to reveal to any bidder on a competitive job in- 
formation relative to bids already received, which informa- 
tion would give the favored bidder an advantage in the 
preparation of his own bid, is condemned by the industry. 


Resolution C. 


To induce or attempt to induce an architect, owner or 
builder to reveal to a bidder the amounts and conditions of 
any bid received on a competitive job, with a view of giv- 
ing the favored concern an opportunity to meet or cut below 
the lowest bid, whether the favored concern was one of the 
original bidders or not, is condemned by the industry. 


Resolution D. 


To mislead or deceive any bidder as to the amounts and 
conditions of other bids or with any other false information 
for the purpose of inducing him to cut his own is condemned 
by the industry. 


Resolution F. 


The industry approves of the “one-bid” policy and con- 
demns fake or fictitious bids made for the purpose of de- 
ceiving competitors and securing undue advantage. If plans 
and specifications are changed and new bids called for after 
the original bids have been submitted and opened, the same 
fairness should obtain as with the original bid. 


Resolution G. 


It is a frequent practice for electrical contractors to submit 
bids to general contractors who in turn use the lowest ac- 
ceptable price from the several trades in making up their 
bids on a general contract. Many general contractors after 
securing the general contract then reopen the bidding for 
the same operation, commonly known as “shopping,” which 
practice involves deception and misrepresentation lowering 
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the standard and quality of electrical installations and build- 
ing construction. Such practice is condemned by the in- 
dustry. 


Resolution H. 


The industry favors the adoption of the following rules 
for calling for bids: 


(a) In all cases where competitive bids are requested, 
no one should be invited to bid to whom the con- 
tract would not be willingly awarded in case his 
bid is the most acceptable in itself. 

(b) Where accurate estimates are desired for informa- 
tion only, a reasonable fee or fees should be paid 
to the parties preparing them. 

(c) Plans and specifications should be sufficiently com- 
plete to enable competent bidders to estimate ac- 
curately the amount of material and labor required. 

(d) Invited bidders, provided they actually submit bids, 
should not be required to pay. for the use of plans 
and specifications. 

(e) A reasonable time should be allowed for prepara- 
tion of estimates. 


Resolution I. 


Where a bidder requests an interpretation of some fea- 
ture of the specifications from the buyer or his representa- 
tive before submitting his bid, which would materially affect 
the cost of the work, the same information should be sub- 
mitted to all other bidders by the buyer or his representative. 


Resolution L. 


Recognizing the expense of handling, selling and deliv- 
ering electrical products by wholesalers is appreciably higher 
for small-quantity than for large-quantity lots, the industry 
records its approval of the principle of a reasonable differ- 
ential in prices in the several types and characters of sale. 
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itis \ DEQUATE MOTO 


Testing equipment in the motor By J. ROLAND STOLZENBACH 


President 


repair shop is essential to prompt and Roland Electric Co., 
Baltimore, Md. —_ 





accurate trouble analysis; economic 





shop operation and quality work 





Test boards are located in the center of the shop and fur- 
nished with long flexible cables. This is the d. c. test board 
equipped with starters, thus eliminating the use of an indi- 
vidual starting box for each test. As the shop is located in a 
d. c. district, ample d. c. power is available. 
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The a.c. test board located back 

of the d.c. board, thus making it 

convenient to test any type of 

equipment. Power is furnished 

from motor generator sets and 
a rotary converter. 


Motor generator sets and ro- 
tary converter furnishing a.c. 
power are located in an out-of- 
the-way place on the second 
floor and automatically con- 
trolled from the main shop be- 
low. The various voltages avail- 
able from this outfit are: 110 v. 
60 cycle single-phase; 220 and 
440 v. 60 cycle 3-phase and 110, 
220, and 440 v. 25 cycle single- 
phase and 3-phase. 
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WESTING FQUIPMENT 
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Diagram of d.c. test board hookup. 
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ipa FLEXIBLE CABLE 
TO DC. MOTOR 
UNGER TEST Testing equipment for fractional horsepower motors 

is located in that department on the second floor. 
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TO WORK BENCHES 
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Each work-bench is equipped with a = 
small 110-220 v. lamp controiled test Diagram of a.c. generating and converting equipment and test 
board. apparatus. 
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Klectrical 
Contracting 


With which is incorporated The Electragist 





S. B. WILLIAMS, Editor 





Temporary Wiring 


S there any good reason why temporary 
wiring cannot be neat and tidy? The 
careless way with which conductors are 
strung about a building under construction 
makes one wonder if this is not a rather 
wasteful as well as dangerous practice. 
ELECTRICAL CONTRACTING would be glad to 
hear the views of its readers on this subject. 
Can temporary wiring be done in a neat 
manner and is it any more expensive in the 
long run? 





Standard Hook-Up Needed 


HE present scrambled policy on range 
wiring puts us very much in mind of the 
old nursery jingle— 
Pease-porridge hot, 
Pease-porridge cold, 
Pease-porridge in the pot nine days old. 


Some power companies insist on a super- 
code range wiring standard, some insist ona 
sub-standard hook-up, while others just 
don’t care. 

When we were studying range wiring 
costs last year it was clearly evident that a 
standard hook-up was needed. We had 
hoped that the joint range wiring committee 
might produce such a standard. We do not 
recall, however, that this committee has ever 
made a report of activities or accomplish- 
ments. 

Our suggestion is that somebody set up 
a set of three standards as follows: 

1. The most simple and inexpensive hook-up that 

will comply with the Code. 

2. An intermediate hook-up for those cities where 
cost is still a factor but where the minimum is 
not good enough. 

3. The best kind of hook-up for those places where 
only the best is permitted. 


Everybody could get behind such a set of 


standards and push them. With such stand- 
ards available we doubt if many central sta- 
tions will care to demand any contrary hook- 
ups. 

This should not be a difficult job. Per- 
haps the Electragists’ Wiring Standards 
Committee could offer such standards. 





Beautiful But Dumb 


LSEWHERE in this issue will be found 

the Trade Practice Rules which the 
Federal Trade Commission has submitted 
to the Electrical Contracting Industry. 

Instead of accepting these rules the In- 
dustry has decided to request a rehearing. 
As the Commission will not reassemble 
from its summer recess until September 15 
it will probably be well into the fall before 
any further action can be taken. 

In the preparation of the Trade Practice 
Resolutions which the industry Conference 
at the Kansas City March meeting adopted 
and submitted to the Commission for ap- 
proval, not only was a tremendous amount 
of time consumed, but the advice and coun- 
sel of attorneys trained in Federal Trade 
Commission procedure was secured. Each 
resolution was clear and it took no reading 
between the lines to know what was meant 
or what evil practice was being condemned. 

Furthermore, the Commission’s represen- 
tative who conducted the Kansas City hear- 
ing apparently found no serious objections 
to any of the resolutions, either in their 
wording or subject matter, because he com- 
plimented the conference on the manner in 
which the proceedings were handled and ex- 
pedited. 

It was, therefore, somewhat of a shock to 
learn that only one resolution was accepted 
by the Commission as presented and except 
for rules that were rejected, all other rules 
were virtually entirely rewritten by the 
Commission. In the rewriting the Commis- 
sion has robbed the rules of all their force 
and removed from them all of the language 
that clearly showed them to cover the elec- 
trical contracting industry. As they stand 
the rules might apply equally well to the 
morticians. 

The rules are beautifully written but so 
unexpressive. They put one in mind of the 
movie queen—“beautiful but dumb”. 

Furthermore, it is doubtful if anyone 
would ever clearly understand the appli- 
cation of these rules to the electrical con- 
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tracting industry. Certainly it would be ex- 
tremely difficult ever to secure a “cease and 
desist order” on the strength of the rules as 
written. To show “malicious intent” is vir- 
tually impossible. 

In the several conferences between the 
Commission and the industry committee it 
was emphasized that the Commission 
wanted to help the industry to curb unfair 
practice in competition. It is apparent, how- 
ever, that between what the Commission 
may want to do and what it believes it can 
do there is a considerable gap. So long as 
the Commission has an inferiority complex 
this gap will not be closed. 

These rules, it would appear, are entirely 
in accord with the Commission’s recently 
announced plan for standardization of trade 
practice rules. That the entire Commission 
is not in accord with this policy became ap- 
parent with the news release of the views of 
Commissioner Humphrey who stated that 
this standardization of rules “is for the con- 
venience of the Commission”. Under the 
circumstances one wonders why an industry 
should go to all the bother of preparing 
rules. Why not address a letter to the Com- 
mission and receive in return a beautifully 
bound pamphlet containing all the rules. It 
does not make any difference that an indus- 
try may want certain kinds of rules. The 
Commission can’t be bothered with study- 
ing an industry’s problems. It’s much easier 
to have a standard set of rules to pass out 
to all who may apply. 

However, even if the desired help from 
the government did not come, the industry 
is richer by the unofficial code of fair prac- 
tice adopted at Kansas City. At least we 
now have a common understanding of 
what’s right and what’s wrong. 





The New Outlet 


ONSIDERABLE activity is noticed on 

the part of wiring device manufacturers 
in the development of new products. We 
were particularly impressed, however, with 
the new two-circuit duplex outlet. After it 
has been announced one wonders why it had 
not been thought of a long time ago. 

With a number of portable lamps in a 
room it is much easier to have them on a 
switched circuit; but when the vacuum 
cleaner or other appliances are to be used 
during the daytime it is a nuisance to go 
around pulling lamp switches. The two-cir- 


cuit outlet, one side switched and the other 
hot, does away with this problem. 

This also, by the way, provides another 
opportunity for contractors to modernize ex- 
isting house wiring. 





An Investment 


HE number of Electragist Chapters is 
well over one hundred and growing 
very fast. Why? 

In a great many cities these chapters have 
kept the industry from going to pieces dur- 
ing the depression period. How? 

There is a number of new opportunities 
for electrical contractors, opportunities that 
can be pushed at a profit without the fear 
of unscrupulous competition. What are 
they? 

Economies of a new kind are being prac- 
ticed by contractors — economies that are 
keeping things together. What are they? 

The answers will be given at the thirty- 
first annual convention of the Association of 
Electragists to be held at the Arlington Ho- 
tel, Hot Springs, Ark., October 5 to 8. 

Aside from the fact that this spot is in a 
national park—a playground for the family 
—an ideal place for a vacation—the program 
this year will be devoted almost entirely to 
the problem of improving the organized con- 
tractors’ business despite the depression. 

In past years the conventions have largely 
featured broad national policies, but this 
year the program will be confined to the 
problems of the average local electrical con- 
tractor. Unlike previous meetings there will 
be only four or five addresses, the remainder 
of the business program being given over to 
a discussion of contractor’s problems by rep- 
resentatives of the one hundred and five 
Electragist chapters. It is also expected to 
have a standard form of local licensing or- 
dinance ready for presentation to the dele- 
gates. 

As a business proposition—let alone the 
vacation—the cost of attending this conven- 
tion should prove a profitable investment. 

Contractors who stay at home will save 
the cost of the trip, but remain devoid of 
ideas that will help them out of their 
troubles. 

Those who invest in the convention will 
return home with fresh courage and new 
ideas—ideas that will help them to scramble 
out of their present business difficulties long 
before their stay-at-home competitors. 








Code 


Chats 





A Monthly Discussion of Wiring 
Practice and Questions of Inter- 
pretation, Presented with a View 


Toward Encouraging a Better 
Understanding of the 
Electrical 


National 
Code - - at td 





Conducted by F. N. M. SQUIRES 


Assistant Chief Inspector, N. Y. Board of Fire Underwriters 
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Garage Wiring 

A very interesting letter has been 
received. It reads about as follows: 

“Has there been any change in 
the Code since the publishing of the 
1930 Code? 

“A new garage is being built here 
in the local business district and it is 
wired with open wiring on ceiling 
joists and between same, but from 
the overhead wiring they have used 
non-metallic sheathed cable down the 
walls to about 34% feet from the 
floor. These drops are about 16 feet 
apart around the walls with outlet 
boxes at the lower ends but where 
they are spliced at the top onto the 
open wiring no fitting of any kind 
has been used, simply fanning the 
ends of the non-metallic cable out 
and splicing it onto the open wiring.” 

No wonder our correspondent 
asked if the Code had been changed! 
It is almost surprising that he did 
not ask whether or not all Code rules 
had been repealed, revoked or can- 
celled. 

It is true that the 1930 Code has 
been revised but the provisions of 
the 1931 Code have not become ef- 
fective as this new Code is now in 
the printer’s hands and so, of course, 
has not as yet been published. But 
no such startling changes have been 
made in the Code as might be indi- 
cated by the above installation. 

Evidently the party (and let’s not 
call him an electrical contractor or 
electrician) who installed this job 
has never heard of an electrical code 
nor been aware of any rules. Also 
it is quite certain that there is no 
inspection in vogue in the “local 
business district” referred to. 

The distance of 16 feet between 
outlets shows that the garage has a 
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floor area sufficient to accommodate 
more than two vehicles and therefore 
the second sentence of rule 3202 (a) 
would not apply, hence the first sen- 
tence of 3202 (a) would apply and 
the only methods of wiring recog- 
nized by the National Electrical Code 
are conduit work, surface metal 
raceways, armored cable, or electric 
metallic tubing. 

Another serious violation is that 
the outlet boxes are located only 34% 
feet above the floor. 

Suppose this garage was filled up 
with expensive cars and a fire origin- 
ating from this defective work oc- 
curred causing a total loss of the 
building and contents and supposing 
the insurance company disclaimed 
liability because of the defective 
work and therefore refused to pay 
the loss, who would lose? And sup- 
posing a personal injury or fatality 
occurred during such a fire who 
would be responsible? Would it be 
hard to prove negligence, or maybe 
criminal negligence? 





Service Equipment and 
Grounding 

A correspondent writes, with re- 
gard to “System grounding conduc- 
tor”: 

1. Article 4, Section 404—a, second 
sentence. Permits service conductors 
in conduit within a frame building 
wall provided the conductors are 
protected and controlled by fuses and 
switch. 


2. Article 9, Section 907—a, first 


sentence, States that the grounding 
conductor “shall be without joint or 
splice.” 


3. Article 9, Section 903—d, first 
sentence. Is well understood and 
quite explicate where the service con- 


ductors are run on the exterior of the 
building. 

In the sketch it will be seen that 
the first device is merely an emerg- 
ency switch and fuse protection for 
the service conductors, placed in the 
attic of the building. The second 
switch may be termed the “Service” 
switch because its location is in the 
cellar and adjacent to the meter and 
distributing devices and would be the 
point at which the “wiring is put in 
use” and the more familiar point at 
which the current can be cut off. 


i. a SERVICE 
rt SWITCH 
FUSE 





SERVICE 






































FUSE 
TO METER 
OISTRIB. PANEL 
AND LOAD 


A two wire service is shown as a 
matter of convenience. 
Question : 

Is it necessary to run three wires, 
as shown in sketch, one of which is 
a through grounding conductor or 
may this be two wires only to the 
second switch as located in the cellar? 

At what point in such an installa- 
tion is it considered that the wiring 
is “put in use”? 

Do the words “joint or splice” ap- 
ply to a terminal block for multiple 
connections in the grounding system 
and, if the grounding conductor were 
connected to such a terminal block 
and a second contact used to continue 
the line to ground would this be con- 
sidered a violation of No. 2? 


= 
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Arrow SCREWLESS 
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Screws 
e or loosen | 


ALTERNATE heating and cooling, twist- 
ing and pulling loosens holding screws 
in ordinary plugs so they soon fall apart 
—useless. These new plugs stay to- 
gether and stay USABLE. 


NO HOLDING SCREWS to loosen and 
lose out of ARROW Screwless Heater 
Plugs. Plug sections are held together 
by SPRING CLIPS—self-adjusting to 
temperature changes, yanks and twists. 


WAC ANA NAAM NNO 


4 





EASIER TO WIRE than screw-held 
plugs. To take apart, simply slip off 
spring clip at bottom and collar spring 
at top. Convenient! 


40 scagt? | 





Above: Screwless Switch Plug 
No. 7762. Made extra service - 
able by patented switch mech - 
anism, operating with excep- 
tionally long 2-point break, 
with current-carrying and 
current- breaking capacity away In excess of normal needs. . . 
At right: Screwless Plug No. 7760 without switch. Having the 
same features of spring clip fastening as No. 7762. 


At left: CORD SETS with the new screwless plugs move fast 
across Dealers’ counters. Assembled with impraved plug cap 
and Rockbestos Heater Cord. The plugs sell the sets! 


ELECTRIC Division 


THE ARROW —HART & HEGEMAN ELECTRIC Co. 
HARTFORD,CONN. 


NEWLY DESIGNED of lustrous BAKELITE; 
modern, attractive, appealing to your 
customers. Ask for catalog data-sheet 
—fully descriptive. 
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Low Priced 
BURGLAR 
ALARM 


There is a great demand 
for a good low-priced burglar 
alarm and especially now! 

First complete burglar 
alarm to be offered at a rea- 
sonable price. Manufactured 
parts complete. Not a hand- 
made outfit. For use in 
stores, filling stations, etc. 
Has all parts of the high- 
priced alarms and is easy to 
install. 


List price Complete 
Only $10% 
Fully Guaranteed 


The No. 101 Liberty Bur- 
glar Alarm Outfit is fur- 
nished complete with window 
and door trips, door lock 
switch, bell wire and even the 
screws and staples for in- 
stalling the parts. 

Don’t overlook this oppor- 
tunity to increase your busi- 
ness, 


IBERTY 


IN E 


CLIP AND MAIL TODAY 

THE LIBERTY BELL MFG. CO. 

Minerva, Ohio 
Gentlemen : 
information 
priced Burglar Alarm Outfit. 


Name 


Kindly send me comp 
about your new 


lete 
low 
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Answer: 

The first device is the service switch 
and cutout as required by rule 405 
(b), and the switch in the cellar is 
an emergency switch placed there for 
convenience. Of course, it is rea- 
lized that the switch in the cellar 
could probably be more readily and 
more quickly reached in case of 
emergency but the one in the attic is 
the one required by the Code. 

The phrase quoted from the first 
sentence of rule 903 (d) “before the 
wiring is put in use,” is a reference 
to a time rather than to a “point” or 
place or position, It means that the 
neutral (or wire to be grounded) 
shall be grounded at a time previous 
to the time at which the wiring is put 
into use. This is to insure that when 
ithe wiring is energized the neutral 
| will already have been connected to 
ground. It is necessary to run three 
| wires from the service switch in the 
|attic down to the cellar, that is, two 
|circuit (or feed) wires and one 
| grounding conductor, There are sev- 
/eral reasons or several Code rules 
involved in this point. For instance, 
a two pole service switch may be 
_used, but the grounding conductor 
/must not be broken or connected 
| through a switch. Again, the ground- 
ing conductor must be at least a No. 
|8 wire while the feed wire may pos- 
sibly be a smaller wire. (The serv- 
ice wires from outside to the service 
| switch in the attic must be at least 
| No. 8, as required by rule 404 [b].) 





A terminal or connection block for 
multiple connections such as is being 
supplied today with or on cutout 
bases should not be considered as 
violating rule 907 (a) as this device 
is not a joint or splice within the 
meaning of the rule just mentioned. 


What Size Conduit for Three 
No. 6 Wires? 

“TI have received your book of 
Practical Answers to 117 Puzzling 
Code Questions and turned to page 
29 on ‘Stranded Wires in Conduit’ 
to settle a question in the Code in re- 
gard to three No. 6 wires in 1-in. 
conduit. After reading the article I 
believe there has been some misprint- 
ing or wording in both the question 
and answer where it refers to the 
installing of six No. 6 wires in 34-in. 
conduit. Will you kindly advise me 
in regard to this?” 

The question as printed in the arti- 
cle was as given by our inquirer but 
through a stenographical error “six 
No. 6 wires in %4-in. conduit” ap- 
peared in the answer. This, of 
course, should have read in the sen- 
tence referred to, three No. 6 wires 
in l-in. conduit. And also we might 
mention here that where the conduit 
is more than 50 ft. long or where 
there are more than the equivalent 
of two quarter (90°) bends, no mat- 
ter what the length of run, 1%-in. 
conduit is to be used for three No. 6 
wires. 





| ——_—— 


idle. 


of the I. B. E. W. and invited guests. 





BUFFALO CONTRACTORS HEAR ABOUT OLD AND NEW WIRING: 
S. Vineberg of the Electrical League of the Niagara Frontier, addressed the forty 
guests present at the dinner given by the Associated Electrical Contractors on 
June 29, on the subject of old and new wiring. With the aid of motion pictures, 
Mr. Vineberg discussed what business could be had while factories are partly 





Samuel 


Other speakers were John W. Hooley, New York, president of the Elec- 
trical Contractors Association of New York City, and chairman of the board of 
insurance trustees of the electrical industry of New York; Arthur Bennett, vice- 
president of the I. B. E. W. and Edward R. Bosley. 
of the association, officers and members of the executive committee of Local 41 
Karr Parker, president of the association, 
presided at the dinner, which was followed by professional entertainment. 


Above are the members 
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The prices listed on the following pages are merely 
ti- suggested resale prices for the commonly used standard 
put supplies and equipment employed in electrical construc- 
six tion work. They are based on average current, trade 
ip- costs throughout the country, very largely obtained 
ot from jobbers’ price sheets, and are also based on aver- 
- age overhead charges. 
res 
rht x * * 
uit : : 
re Obviously, prices can be suggested only for the 
nt widely used products that are nationally distributed, 
at- and under no circumstances is this section intended to 
in. function as a directory of products or manufacturers. 

. 6 
et a 
* The publishers wish to again emphasize that these 
are merely suggested resale prices and while every ef- 
fort is made to make them universally applicable and 
accurate we cannot guarantee them or assume any 
responsibility for errors. 
x * x 
The prices appearing in this section will be complete- 
ly revised each month as trade prices may change. 
" These prices apply only to the United States. 
Copyrighted, 1931 
1e] 
ty by the 
on . . o 
Rs Electrical ‘Trade Publishing Co. 
-c- 
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WOOD Fixture Blocks............++++ PL-8 
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Suggested Resale Prices 


for 


Wiring Supplies 





These are merely suggested resale prices for the commonly used products that 


appear regularly on jobber price lists. 


They are figured on generally accepted 


principles for computing resale prices and should cover average conditions but 


are not guaranteed. 


A-SUNDRIES 








ASBESTOS 
Asbestos Millboard—Per Pound—30c. 











ANNUNCIATORS 
House-Surface Type—Hand Reset 
Edwards Edw. & 
Dixie Faraday 
No. Ansonia No. 81 or White P. & W. 
Drops Wood Metal Faraday No. Enamel Compe- Automa- 
373 tion tic 
2 $ 8.25 $11.00 $ 9.85 eee ee 
3 9.3 12.45 11.60 at 8=§ F: Avene = anes 
4 10.90 13.60 13.05 16.40 $13.20 $16.50 
5 12.65 > 86€36'theeund °-Siwaese  “aeaene. mace 
6 13.60 16.10 16.40 19.40 16.50 19.80 
8 16.10 18.90 19.40 22.75 19.80 24.75 
10 19.00 21.60 22.75 26.00 23.10 29.70 
12 21.50 24.25 25.90 29.15 aa 8 §86©+eeeke 
15 27 .00 eee woe Oe eee ee 
«seen <e2tan 34.60 40.00  *% were 
0 35.90 40.85 Sthene eee 42.90 
Extra Drops..... aa aE 2.25 ae. easase iii s6eé6a0 
(All other Annunciators—Sell at List less 10%) 
COUCH 
Electrical Reset 
Style D Style F Flush Style F Flush 
Number Face Type Wood Face Meta! Face 
of ood Face 
Drops Number Price Number Price Number Price 
4 A 4 $21.50 FA 4 $44.80 FA 4 $49.80 
6 DA 6 26.50 FA 6 49.30 FA 6 .00 
8 DA 8 31.50 FA 8 53.80 FA 8 59.70 
10 DA 10 36.50 FA 10 58.25 FA 10 64.70 
12 DA 12 43.10 FA 12 64.25 FA 12 71.30 
> Fe. wppoes FA 15 73.10 FA 15 81.50 
16 DA 16 ee =—s (neces. ensese acceene 40aces 
20 20 69.75 88. 98.00 
Add for each drop on any of above—$4.15 per drop 
ADAPTORS & REDUCERS 
For Sockets and Vases 
Arrow Benj. Bryant G.E. Hubbl. Price 
Mogul to Medium............ 29 98 421 O70 ..... .50 
Medium to Candelabra........ 392 ..... 392 35699 ..... -25 
Candelabra to Miniature...... ak. asees a. seach. ena -20 
Medium to Intermediate.. 402 ..... 9691 2644 492 -25 
Paralle| Blades to Edison...... ..... i 682 5424 .35 
Plug in Pull Socket........... De cose 35024 ..... 3. 1.90 
Vase Adapters, Benjamin No. S, 831, 832, 8833—Each............ .00 


2 
Two-Light Vase Adapter, Brush Brass or Gun Metal, C omplete with Pull 
Sockets, Plug, 6 feet Silk Cord—R« dale No. V-41 4 





EXTENSION ARMS FOR PULL SOCKETS 











For Brass or Porcelain Sockets with 8”—10”"—12”’or 14” Refiec. yee 
16”—18” or 20” -70 
ADJUSTERS 
For Cords 

Price 

Universal Cord Adjuster fenateod Size No, 1417 gg er $.1 
Factory No. 1418 5% '* Long. os «15 
bed e e Reinforced No. 1419 554” eae ° 20 
Ball Type 8 ie. 1403 & 5 for Type C Cord. Eiasees -10 
4634 & Sfor Reinforced Cord. % hole................. 12 

ACORNS & TASSELS 

Luminous Acorns and Pendants tor Pull Chain. ............e0eeeeeee $0.30 
Brass Acorns and Tassels for Pull Chain.. -10 
Brass Acorns Adjustable for Linen Cord.. -10 





Insulating Link for Pull Chaln..... ee 
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The se prices apply only to the United States 


(See note on title page.) 


BOXES, SWITCH 


SECTIONAL SWITCH BOXES 
Single Gang—For Switch and Recep. for Old or New Work 


















Price 
Black Glavd. 
Bar Laees ccoccccccvcccccece Without clamps $.18 $.20 
oS seeee Sbsesoceees 2 With 16 19 
For BX Cable..... ose With psd .18 -20 
- = pe With m4 .32 35 
For Rigid Conduit. Without “ .19 -21 
Without “ -32 .35 
Spacere—For Spacer only deduct ~ any of above prices. .04 -05 
Kruse Sw. Box Supports—G. E. No. 6610—16%” Long...... -20 
With BRACKETS or EXTENDED EARS or LATH SUPPORTS 
For New Work 
Price 
Black Galvd. 
For Loom. Sbeecesocecoscoees 2, aK cor 5 wuhout clamps $. = et 
For BX Cable or Loom....... a3 With m 31 .34 
© Fe GE cccccccess BY 23 Without “ .26 .29 





SOLID GANG BOXES—GALVANIZED 


Covers Extra 
2 Gang © Gens 4 Gang —— 6 Gang 7 Gang 























8 Gang 
Price of Box... $ .85 20 8$1.60 15 $4.15 $6.25 $6.65 
Price of Cover.. .40 .60 -80 FO 1.95 3.45 3.85 
TANDEM or BOXES 
Galvanized 
Loom, BX or Conduit a8 *s Gane , aitd 2 Gong 3Gang 4Gan 
Tandem Boxes 1% & 2” Deep 8. $1 1-28 $1. 
- “ 2% & 2%" 23 $35 1. 2.18 
DOOR SWITCH BOXES 
Black Galvd. 
For Rigid o1 or Flexible Conduit a $.50 $.55 
GD Ss. 5 cucecoccocessece 
LAUNDRY BOXES 
Black Galvd. 
Gem-Appleton or Raco, ete., with Single Receptacle. ees 1.25 
Duplex étesccccess Gee 1.35 
For Concrete Boxes See Page PL-5. 
For Solid Gang Boxes See Page PL-5. 
BOXES & COVERS, OUTLET 
CEILING BOXES, ROUND 
Univer- 
sal — Knockouts Price 
Nos. Size and Description De Bottom Side Black Galvd. 
36115 334” With Lugs........... te 3-44" & 4 Loom $0.09 $0.11 
36116 334” No y*  phitatecledbed ye” 3-4" &4 * .07 .09 
SSISS B96" With © occ cccccess %” 3-4"°&4 * .13 15 
1 3%” No © anneal en %” 3-4" &4 * -1l .13 
36716 344” Fiat Plate with Clamps...... 3-4" &4 * .08 -10 
56111 ‘ ha Ears bciuesateedee 4%” 5-4” or %” K.O .10 -12 
ee Dia ean ween " 5-14” or %” K.O. .06 .09 
56115 4° WwW Sth Ears-Loom & Cond. Ke” 3-4" & Glen 11 .14 
56116 “No 3-4" &6 * .08 -10 
56121 ah ee " 5-4” or %" K.O 13 -15 
86198 4 4” No Ears. ...cccccccscce " 5-4” or 4%" K.O 10 .12 
56125 4” Ears- Loom s Conduit... " 3-4” &6 m -15 .18 
56126 4” No Ears “ om " 3-4" &6 ~ +15 -16 
| ears 5-14” or &%" K.O. -06 -08 
OUTLET BOXES, OCTAGON 
Univer- 2 
sal Knockouts Price 
Nos. Size and Description ert Bottom Side Black Galvd. 
24151 334% Oct. - -Conduit Box.. 144” 1-4” 4-%” $0.10 $0.12 
24151 3 1%” 1-%” 4-%” -12 -15 
24151FS3\%" * - “ With Stud 1, 1-4” 4-4” -20 . 
54151 4” det. —Conduit Box aciens 1%” 5-%’” 4-4” 14 .16 
TE tid are " 5§-%" 4-%" 15 -17 
tt 4” *- * With aye. 1%” 5-%4" 4-%" +15 -17 
54155 4” “-—Cond. & Loom B. 1%” 9- 12-4” .19 -23 
54171 4” *—Conduit Box........ > 2%" 4-%-1l" 4-%-1" 24 28 
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Boxes & Covers Bushings 
COVERS BOXES, OUTLET 
For 3’—3)4"—4’" Octagon or Round Boxes ‘ S 
Black Galvd. bin’ 

24C-1 H+ Blank Cover Flat... ccccccsccccccccscceses $0.04 $0.07 NE UT 
24C-2 3” TE dhasencnianeanones -05 .08 Ww sates o Oo al BOXES 

C4 344” Flat * with 36" K. O. in Center.. -05 .08 ox Unly 
24C-7 344" Raised * “kK. . -06 .09 Size Stud Clamps Bush 
24C-12 3%" * s %” Metal Bushing. . -06 .09 Plates 
24C-28 334" Spider * for Switch or Receptacle. -09 -10 | 334x% Round Yes Two No ‘ 
24C-31 3%” Raised * “ Federal Sign “* .07 09 | 3 4 Round No Two No -23 
24C-33 344” Flat - 134° hole for other * -18 18 | 3 Round Yes Two No -27 
24C-35436 344” tng a esecccse§ § 68 -08 | 3 ~ Octagon No Two Two .23 

Cc 3 © for fluted devices.......cccccee -17 -19 | 3 Octagon Yes Two Two -27 
54C-1 4” ” Blank Caper Fiat. . ccs ccssccesccccccsccese -05 -08 | 344x%& Roun No Two No .18 
54C-2 4” y ink cachet poblleccecevcess -06 -09 | 344x% Round Yes Two Two -23 
54C-3 4” Raised “ Open 5” a dibaccuceseces -09 -09 | 344x144 Octagon No Two Two -23 
54C-4 4” Flat “ with 44” K. in Center ...... -06 -09 | 344x1% Octagon Yes Two Two .27 

C-7 4” Raised * ms at -" "equa .08 -1l | 4x14 Octagon os — a .27 
54C-12 4” on = . ” Metal Bushing. ...... .07 .09 4x14 Octagon Tw Tw .32 
54C-28 4” Spider “ for Switch or Receptacle ‘ucdvens .08 -10 | G.E. Cable Boxes for’! Straight Electric or » No. 5200-01. -20 
54C-31 4° Raised “* “ Federal Sign S tttee eee .07 -10 | Hope Cable Boxes for Straight Electric or Combination No.2 &4& 14... .20 

C-33 " Flat . 134” Hole for Std. M0 tteee eee -10 -12 | Thomas & Betts No. 565-66-67-68 Standard Cable Boxes.............. -22 
54C-35-6 4” Raised “ 4” ae -07 -10 | Thomas & Betts No. 553-554 Dead Ground Cable Boxes. ............. -35 
54C-39 4° Fiat * for Fluted Devices............. -20 -22 | Thomas & Betts No. 160-161 Flush Wall Type Cable Boxes........... .50 
54C-48 @° Reteed ° 967 Tigh Geom. occ cccccccsccs .07 .10 

OUTLET BOXES—Square 4’ & 4114” 


Uni- Knockouts Price 
versal Size and Description Depth Bottom Side Black Galvd. 


No. 

51151 4” Sq. Comb. Gas & Elect.... 1%. 5-4” 8-4” $0.16 $0.19 
51151 4” * oe Se ceed Oe 7 gir ‘18 ; 
52151 _ le Conduit Box... . 10- : 






















52151 4 ° z = 17 -21 
52171 4” * ° ay Sens 54 
72151 414"* * a Fron sre 41 
72171 4%"*  * -%-1" me -48 
COVERS For 4” & 4'4%" Square Boxes 
52C-1 ” Sq. Blank URB « 9 0.6.0.006.000.006.0.006000006006000 $0.07 $0.10 
52C-2 {. PD, sinensandsdasseedndseddeene -10 -13 
52C-3 4” “ Raised 5%” High pres as masa lara < .13 15 
52C-6 4” “ Flat’ with 34° K - 0. in Center. a 12 
52C-7 4” “* Raised “ ee 14 -17 
52C-12 4° ¢ ng sg Metal Bushing. ig 0d000 -12 -14 
52C-13 a" ¢ © 4%" for Rect. Switch or Recept -10 -12 
52C-14 4” * > oa 1l -13 
S3C-16 4° * ° oe : eae -16 -18 
mom 6lflCe* ees PE. 117 :20 
52C-17 i 2 aa ae ne Ei ere -14 -17 
52C-18 a" *¢ ° ih es eee oe gaan 16 .19 
52C-19 - = o sate . : : as | geen 21 -23 
52C-21 ie °. . i ae ee .23 .25 
52C-28 4” °* Flat S ic for Snap BOI. 0.0.0.0 000000006 -16 -18 
52C-31 4° “ Raised for Sign Rec.........seeseeeeseeees -09 
52C-35-36 4” * _—— w, S80 ebeCCCeSSeCCCCeSOCS 14 -17 
52C-39 -. © © Beeted Dthathc. ccccccscocvccscess -26 -29 
52C-48 e * 9 FF Basen ccsscesccese -ll -13 
52C-57 > * For French Fixture..........eseees -32 -35 
52C-62 4° ° . *_ Single Sw. 34” High. .......00. -10 -13 
72C-1 4114" Sq. Blank UN 8 666.000 65004)46066006000n0660R00 -27 
72C-2 4g” * — WTTSTITT iT Titre Te -30 
72C-3 4116" = Raised O C5 chad tee h eens) 66senenceseeecene -82 
72C-7 4116" ° ith 44" K. O. in Center Coesvececcccece -32 
72C-12 4114" * 2  Preeese-seerargee- -32 
72C-14-15 aig " ° es for SUOeD GF Mes. ncccccccccces -34 
72C-18 4'\6" . He » speeens ececcccccccceccece -47 
72C-48 m4 . ~~ .° » .. PP eeeeeeteeneee -32 
Special , for One Push or Toseic Switch or Single 
Covers ee aa ae -20 -25 
For Red 4” Cover Two Push or Toggle Switches or Two 
Seal Work Receptacles or Any Combination of Two Devices. .34 .38 
EXTENSION RINGS For r Octagon & moe Bones 
25151 > Octagon Rise 196" Det cc wccccsccccces $0.24 
53151 or Square Ring ity ‘Bap. - ° - 26 
73151 an RE TE Se MB can 6s 6e0insenekherisnceeece .59 
55171 My tam Ring + Doge - -40 45 
53171 ri Square a” — 2.466.esneesteeasnsdeune -68 
73171 aig? * we ERE a eee 63 





HANDY OR UTILITY BOXES & COVERS 
For Use With Rigid Conduit 
Universal 


Description Numbers Price 
$0. 











Box 3 a1421 4 or Rigid Cust. 58151 22 
Box 4x: yoz1f 4S Rigid Cond.. 583 .20 
Box 4x2 For Rigid Cond.. ‘ < »smake -22 
Box 4x2 4 For Rigid a lanl ape aes .- 58371 .22 
Box 4x244x2% For Rigid Cond skenbs doe oo ‘ena .60 
Cees Be Se eseccccces cece cccesueeseess se 58Cl .08 
rn, . 4 .veks ta gaebhekas bee enecede ebnee 13 
Cover Raised for Flush Plug Recep............eccceccece jane .30 
Coy See ee, HUODEED b:b060 60. 6.0.0006.005860.0000600080 58C5 16 
Cover for Duplex Receptacle .... 2... cee eeeeeeceececes 58C7 .16 
Cover for Toggle Flush Switch ...........eseecceccecees 58C30 .16 
Cer a EN 8 o00e oe cece cd sesckeééeseend 58C3 -16 
Cer Gad Se Cabs 640 6.0:60,00.40:00,000000000002 58C33 18 
Cees NN I asic ees 64 6b vtec keneteneseneae 58C28 18 
Cover with Dae diesels eh ve bees khan cteeeeudome 58C6 .16 
Cover with Sth. Jctuictinsbataatesseekeata hein 27 
Cover with Bushingfor Cord........... er  - | .16 
CONCRETE BOXES WITH COVERS 
pth 1%” 2” 2 3” a” 1d 
Box & Back Plate with %& ooeet $0. Zot. sae. 290° 33$0. Beso. 41$0.45$0. 54 
Box & Back Plateless % Stud...._ . ;27 .31 -36 .41 .50 
Plate only 4%” Diam. without va. "stud 3 and 234° i by Saweabenet > 
Plate only 444” Diam. with %” Fixture Stud 344” and 2% ” diese) ae 
Plate only 444” Diam. with 4” Fixture Stud 344" and 2% ” PER 
SOLID GANG BOXES 
Covers Extra 
Galvd. Only 2 3 4 5 6 7 s 
Gang Gang Gang Gang Gang Gang Gang 

Box Price. . $.85 $1.20 “eS $2.15 $4.15 $6.25 $6.65 
Cover “ .40 -60 1.00 1.95 3.45 3.85 
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BAR HANGERS FOR OUTLET BOXES 
Boxes Extra 
BN hae y Fixture Stud) 
ith 44 Stud add 5c ea.) 
ES BN BN i ood'c.c 05 6d0needn6ese0eensicedeeses 
PO. POC EO. ctccedaéeseesoes 
Shallow Offset Bar 1944” Long 
Sr i i eo os candy deeedsdoekdddebsions - 
ey EE Se EE” IRs 6. 0.05: 6.0:0:050.0060-6 656060066 6040660Ee~s 
Deep Offset Bar 24° Long. ....ccccccccscccccccccsccccccccccsccece 
Straight Old byt Bar 13" bao qhenaeedalehlg-449606 00640006 000800006 
Box Cleat Bar 2 








SET-UP a WITH BARS 

















or Loom 

Size Ears Clamps Buh Galvd. 
Plates Price 
344x3% Round No None None.. .30 
344x% Round No Two None.. .B5 
344x% Round Yes None None. . .35 
34x Round Yes Two None.. .40 

For New Code Boxes 
8363145 Yes Two .45 
Ht air = Yes Two .50 
Round No Two .45 
34x Round No Two .45 
4x1% Oct. Yes Two .50 
4x14 Oct. Yes Two .50 
4x4 Round Bh SO, Bs cnencang 04aeésaudiiedescaseuccas .30 
4x Round WOW CD Da 66 64 60h 0660 504500 6csceccaseess .35 

BUSHINGS & LOCKNUTS 
For Rigid Conduit 


” 


%” D Nad 1K” 
Locknuts—Each.........-+-..455 $.01 $.01% $.02% $.04 
0 02 05 0 


Bushings—Each................. a ¢ d .07 
1147" 2" 2%" 3° 3" 4” 

Locknuts—Each.......... $.06 $.10 $.16 $.26 $ .32 §$ .46 

Bushings—Each.......... -09 15 -23 -35 -70 1.10 





PORCELAIN CLAMP BUSHINGS 
“*Federal’’ or Equivalent 


Inside Outside Wire Bushing Boye Ring 











These prices apply only to the United States 


No. Size Size Size Each Each 
A-1 a 4 “4 No. 10 $s. . .04 
A-1% o ) LA No. 10 .04 
A-2 ol u 4% 6 CONN. 8 ° io .04 
A-3 - e 1 No. 3 -12 -05 
A-4 4 1% No. 00 -15 .07 
A-5 134” 1 1 450 CM -22 -10 
A-6 2” 1 2 1Mill.CM 145 112 
a} bs 4 he No. 10 : 30 .04 

- 2 ‘ 
K-2 i$ ug ne No.8 37 0s 
“MULTI”? PORCELAIN CLAMP BUSHINGS 
Outside Price 
No. Size For Wires Each Complete 
10 yA 14BaS 0.08 
12 1g 4BeasS -12 
15 % “M4Bas -10 
20 % 6B&S -10 
30 1 2BaS -12 
40 1% 000 -20 
50 1% 350,000 -30 
55 17 600 000 .38 
60 2 Z 1,000,000 45 
PORCELAIN NO CLAMP BUSHINGS 
Multi- With Spring Clip, Not Threaded 
Catalog No., Multi............. 90A 90B 91 92A 92B 
Size of Wire Hole. ..........000+ % uy at 1g ry) 
BO Be B.D, .ccccccccoceseccecs % 4 if bs ve 
UN 665.500.4400 h0000bnenie<ds $.06 3.06 $. : $s. 
29 
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Bells and Buzzers 





Boxes, Floor 
ql MREADED < COMPOSITION BUSHINGS - on 
Without Locknut..... ee sts $.11 $.12 : 14 fo 3 $. $.45 $ .80 
With Locknut.......... .08 -14 15 -18 ° 45 -70 1.10 
Socket Bushings 
Maat Commetithet. oc oc cccccvcvescocscoscescecces x = 4m 4” 
POP CER on cccccccocccousestneseucccunvsuens $.02 $. $. $.08 





BOXES, FLOOR 


NON-ADJUSTABLE TYPE 
Latrobe R.& S. Steel City 
Fullman Russell Steel 




















Mfg. Co. & Stoll City Co. Deserpition Price 
100 . Comp. Out. Less Std. Recep. with Stem Nozzle $3.70 
101 2590 490 . .. 3 . “ ° . 2.70 
110 2580 477 e . with * “ & Bell . 4.10 
112 2581 493 . . “3 Wire * ” 5.60 
113 ees 491 e “20A Polarz “* Plug 5.80 
300 odes 499 Midget Out. with 10A Recep. no Nozzle 2.50 

ADJUSTABLE TYPE 
140 2502 400 Complete—Standard Box—Less Receptacle $5.35 
150 2503 401 Deep 5.35 
120 seen . e Standard e e e 5.35 
130 esos a e with a 5.70 

ADJUSTABLE GANG TYPE 
251 2511 441 Sgl. Gang Less Recep. with 4” Cov. Plate $ 6.75 
252 2512 442 Two « . 4 . 13.20 
253 2513 443 Three “ * e « \y e 19.45 
254 2514 444 Four . - - * kh’ ° “ 25.90 
255 2515 445 Five . e " - re » ns 32.00 
256 2516 446 Six as . . . a 38.40 
NOZZLES 
For All Types of Floor Boxes 
283 2686 469 For Duplex Tel. with 44” Brass Pipe $4.35 
254 2696 468 . “ Recept. * ° . 5.70 
285 2644 468B * Dble. Bose Recept. with 44” Brass Pipe 9.10 
274 2617 ... 8 High with Wire Slot & Screw Cap 2.30 
295 seme .. For Duplex Recept. with 44” Brass Pipe 8.25 
206 2557 467 Standard oe Nozzle 1.15 
207 2558 466 1.15 
270 sone — Nozzle for Armored Cable 1.15 
271 2617 sos Te 1.65 
272 1945 ..« Stem “ with Wire Slot & Screw Cap 1.90 
280 ; ... Single Recept. Nozzle 4.10 
G. E. & T & B BOXES 
G. E r.& B escription Price 
8000 8000 Utility Outlet Box Non- Adjustable beesensacneas $1.00 
8200 1700 Two Wire Fir. Oe aeedemeaeee 4.00 
8220-40 1701-2 Three * . - ” +) seeegnspentah 5.50 
8300 1703 meeemenem © © Wile or SROs, oo ccccccccesee 2.75 
8400 1730-60 Two Wire “* * Adj.—Deep or Shallow........ 6.25 
842040 1731-61-2 Three “ ae Nn es 7 Ieee 7.25 
8500 1733-63 Telo. or Signal Floor Box Adj.-Deep or Shallow... 5.00 
‘““BUSHED ELBOWS’’—“‘BULB TEES’’— 
FLOOR COUPLINGS 
14” 4” sf 1” 

Bushed Elbows Iron nh dehenwinhdeabhenion $0.60 $0.80 $1.15 $3.45 
**Bulb” Tees aeeeweededuadees : ee 1.75 2.60 6.95 
Floor Coupling Brass...............-. ‘ 1.40 1.65 2.00 4.35 





BOXES, CUTOUT 


TYPE “a” STEEL SURFACE CUTOUT BOXES 
Black 
Width Length. Width Length 
Short Long 3” 4” 6” Short Long 3” 4” 6” 











Side Side Deep Deep Deep — Side ep Deep Deep 
4% 5 GOP cecse esese a wages 0.75 12.40 
4h 9 oOD ccoece seece 13 ey } eéens 2.75 4.15 
4ho © Oo” Ge acess enees 15 — «éeee 3.00 4.75 
6 6 -65 $ .90 $1.20 15 i drei 5.70 6.50 
6 8 1.00 1.00 1.40 15 7 86 ceess 13.35 15.30 
6 Q .85 1.50 1.80 18 me sseee 4.75 5.40 
6 12 1.35 1.25 1.95 18 . aa 10.65 12.50 
s 8 1.35 1.10 1.70 18 _— 86=—eowes 12.20 13.00 
8 10 1.45 1.25 2.00 18 > ‘awews 15.20 15.40 
S 12 1.80 1.50 2.25 18 Bere 17.80 19.40 
9 9 1.10 1.80 2.30 18 oe «bene 19.50 21.30 
9 12 1.40 2.15 2.60 24 _ «eee 15.30 17.40 
10 10 1.70 1.50 2.35 24 a = eecee 19.10 20.80 
10 12 1.95 1.60 2.65 24 ee: “ewes 22.35 23.75 
10 15 2.35 1.85 3.10 24 oe -weece 24.30 26.60 
10 18 2.70 3.00 3.60 24 — «ewece 41.35 45.30 
12 12 2.25 1.80 3.00 30 a = owese 27.20 29.65 
12 15 2.40 2.30 3.50 30 a. <ecae 41.55 47.40 
12 _ seese 2.50 4.00 30 oF cece 48.85 53.00 
12 ae 4.40 BN ae gaaan 56.70 61.30 


For Galvanized Boxes Add 2 
BELLS & BUZZERS 


‘Ansonia 


® to above prices. 











2% 3 
Name No. Description Buzzer Bell Bell Bell Sleigh 
Ansonia 656 Sele. Coil Non Adjust. § .40 $ .45 ..... 
Ansonia 657 Dble. Coil Non Adjust. .50 ay. ©. 4 avééa isten 
Wizard 659 Dble. Coil Non Adjust. -90 -95 1.05 $1.35 $1.65 
Eureka 641 _— Coil Adjust. Class 


RS aE 3 -95 1.00 1.25 1.60 1.80 

Acme 631 Dble. Coil Adjust. Class 
Dimttnntsabaniiecenhs 1. 1.40 1.50 1.80 2.10 
Eureka 621 Dble. Wood Box Bell 1.20 1.35 1.40 1.65 1.85 
Monitor 661 Round Type Monitor ..... ..... BBO cecce cccce 
Wizard 666 Watch Case Buzzer Round1.25 ..... ..... eesee cccese 
Ansonia 663 Comb. Bell & Buzzer * me” Bet Beet: 
Ansonia 664 Comb. Bell & Buzzer ..... Bade <sene 44006 ecco 





BELLS AND BUZZERS—Continued 
Skeleton and Weatherproet | Bells, 


Siz 10” 12” 
620 D. C.Skeleton Fv 55 $5. 008s. veg oe. sees. 35813. =o ‘ 
622 D.C.Weatherprf ..... ..0++ «++++ 18.0014.65 ..... 5 30.30 $40.85 
624 Wthpf.Trans.Bell..... .. eee ceeee 18. tt 98 ousee 21. “85 37.10 42.30 
Réwarde 
Name No. Size ption Price 
Nubel 735 2%" Two Coil Now-Adjust “Gray Enam. Bell 3 .6 
aad 7 esce Buzzer 


Dixie, 720 2" e pas Class C-Non-Adjust. SS. 


Buz-A-Bell 730 214” Two-Coil—Class C Comb. Bel! & Buzzer 
Monitor 156 3” Monitor Bell—Nickel Plated Gong 
— 750 1%” Nickel Watch Case Buzzer 

uzzer ae anus 


> a Buz 
Combell 737 2%" — Coil Non-Adjust.—Gray a Bell & 

Re eneeaeebetsetctenshtaseoestatsbscoe 1 

Tubell Te. sbie Dble. Coil Non-Adjust.-Gray Enam. Two Bells 1. 

Cadet 710 24%” Two Coil—Class B-Adjust. Beli 1 
. nh ahb~ . = = “ — Buzzer 

. 712 3” S . pagiins se Bell 1 

pes 714 4” m > aie we Bell 1 

as x ° © e.? ° Cow or Sleigh 1. 

1 

1 

1 

2. 


SkEeZShRSse SRSz 


Flush Buzzer fits Standard Switch Box 


Skeleton D. C. & Transformer incide Bells & Buzzers 
4” 8” 


10” 12” Buzzer 
17 “Economy”’Skelet. Bells .. 50 $6.75 ss. 75 $14.25 $21.25 $27.50 








510 A. C. Transformer e 9.40 10.15 18.90 23.45 41.90 48. oo $7.00 
Edwards—Lungen 
No. 13 Bells 
Size Price 
appt tthe tees e eee e eee een ence ence eeneeeeeteeeseeenes ecccosee $2.00 
1 MURR Reece eee eran ee ne ence eeteereetenene ceccccoecoeece eeccceceos 1.80 
2» ee ececececesececesoeeceeecocecosceoooeos cocecce covcccccces 1.90 
Be nsec ec eeeeerec eens eeeeeeseeeeeeeees 90 00cceeees see Geonnecces 2.00 
4" PTT TTOTITITIT TTT TTT tr ee eecccecece eeccccecs cocccccces 2.20 
pecadeietiedrsoneckeses Soeerresoocccoccsoeseceseusoeesees 9.50 
eT | er eee Seecccccocceese oeesee eeceee 2.25 
No. 15 Buzzers 
Price 
BOOM. « cnccccsacessocees evcccccccccccoccccccocces Se aces e® $1.85 
Eee cocccccccccccccccese cecccee eccceecs 1.50 
Pts 006.00 6060d6eerseteeebsesbesocoenceseecee Cnasaucue eoees 1.70 
Mc ctchcnsenishntbebnneddihet ha acedbawabed heed Beane sedese 2.00 
Peis penneudsrseseeathatleciteeasckostaaanebes ccvcocccsesce 2.20 
Partrick & Wilkins 
Iron Box Bells 
Small 244” Iron Box Bell Non-Adjust. Dble. Magnet ........ eccccee & 
Smal13” Iron Box Bell Non-Adjustable Double Magnet...... eos 85 
Fancy Gong Cow or Sleigh Non-Adjust. Dble. Magnet... 1.65 
ae PT Ss od dt nen tegtetibedonneous eeccrvesece 1.60 
6” Large Iron Box Bell for Battery Current............. ° 6.50 
8” = = a m7 m  speceneeseoosess 8.00 
Buzzers 
No. 1 Small Iron Box Buzzer Non-Adjust. Dble. Magnet. .... seoecee 8 1. 
es Gt ST DEEL, cb ccc cnde nehboemebenebasoonnd ceeccece 1.10 
EY Sls 5 chngeuien be aceeedds 606eenuenasadwatien 1.90 
EE Mt Desk tendo weteigngednesswarssenveeeeeetéabberbnh 2.15 
Pe Ne ED EE DOD nds ocnvnscddcdsascucccoeccoseed shoes 3.00 
Wood Box Bells 
Regular Type Large Type 
376° Regular b oseesecuce -- $2.20 6” Capge.- cocceceeces OO. 
suanonccene os 2.25 a: 2. gence ibaa 8.00 
ri © wesegnesebece 2.65 10” - Secccccccecs 13.25 
Standard Cow or Dinner. . 3.05 oF MIs ccsseakasetess 11.40 
SF” TARR cc ccccccccccces 6.20 CESCbCbe6eeseee 13.30 
oS ©  pewstooneecssées 8.75 - Gem csccescciseansa 14.00 
Sr” Ge ccocese eecceccecce 6.60 6  cenkessssineues 16.00 
P  peescoocs o0600008s 10.00 
Stanley & Patterson 
2 * ” 
Name No. Description Buzzer Bel Bell 
Competition 400-1 Dble. Coil Non-Adjust. $ .60 ° ee 
Eclipse 200-3 7. - s .90 -95 $1.00 
XxX 211-18 “ “ Adjust. B 95 1001.35 
Marlo 221-29 - = 1.65 1.70 1.85 
Eclipse 208 Comb. Bell & Buzzer 1.25 * are 
<aqoctiies 402 - vga 1.00 2 see 
x get 331-34 All Nickeled Bell 1.50 | i 
.R. 240 Watch Case Buzzer ee | -déees  apane 
. R. 238 Monitor acees. bonne 1.50 
ti 4” Cow or 
Name No. Description Bell Sleigh 
Competition 400-1 Dble. Coil Non—Adjust............. ..... cece 
Eclipse 200-3 . ~  steeseaneues _ 2 Beene 
Xxx 211-18 - oT RE incsncaces 1.60 $1.80 
Marlo 221-29 . Bow cesccceus 2 2 
Eclipse 208 I Be I cccasnceseseé) <heae cubes 
Competition 402 a =  céendes eaneees 60060 8 — dsbce 
Midget 331-34 All Nickeled Bell.......... secnee wanes: eéeee 
P. R. 240 Watch Case Buzzer........... n0es | aeeas e 
P. R. 238 Ets ateedebstscensccetesen - eneee” “enees 
Schwarze and Liberty 
Buzzer 2%" 3° 4” 
Single Coil Bell or Buzzer No.31&32.. $ .55 $.65 $ .70 i. 50 a “35 
Two Coil Bell or Buzzer No. 311-321. .50 -50 -55 a téwne 
Combination Bell & Buzzer No. 

See <snbnne04snbsee<ss oo -90 . ore seese 8  veege 
Flesh Type Buzzer No. 31S........ 2.95 cece cove eecee  eeoee 
SKELETON BELLS 
Any Make 

2%" 3” 4” 6” 8” 10” 12" 
Faraday... .. $5.70 $6.00 $7.00 so. 40 $10.60 - -00 $25.00 $31.00 
Faraday Elka. 5.25 5.50 6.60 7.75 8.75 4.25 21.25 27.50 


These prices apply only to the United States 
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PL-7 
Push Buttons, Etc. Brackets, Racks and Wireholders 
‘ 
PUSH BUTTONS, TREADS. SPRINGS MULTIPLE PUSH BUTTONS 
— Couch ‘‘Pushrites 
STANDARD PUSHES AND TREADS ee 
Description Price Number Wood Base Type Flush Brass Plate Type 
Round 14” eg ee eee eee $0.20 of Plain Base Weighted Base 
Round ai. eee a er a a. a ae -25 Buttons Number Price Number Price Number Price 
Round 2 with Card Holder Stamped Brass.............2c0cccecees .40 4 7900 $ 3.35 7980 $3. bs 7940 $ 5.00 
Og I CO, 0. cok cabedsetees 606h-eeehebeeneos .40 6 740 4.60 789 ThE. Gdntennbouceusacteanss 
GE” MEMEROE DOE Ss « 600600006660 0000 6bas 0b50 08s .40 8 7910 5.80 7990 6.65 7950 9.15 
CT MN CIs oo 5c c cbokonedncesu se snehmbeeeeeseans .30 12 7921 8.30 79010 9.60 7960 13.30 
Oval 41¢x2” "Stamped Se eer ee & .45 16 7930 10.80 79020 12. $3 7970 17.50 
Pear Push Buttonse—Wood or Composition. .............c0eeceeeeeee .60 20 793 13.30 7902 15.40 797 21.60 
Pear Push Buttons—Metal, Nickel or Brass.......... 0.2.00 cece eeeeee .85 
— | nn Hole—Nickel ee oes | Oe -— 
REOMO—" FB EROUS—""INICKE]|L. cw cccccccccsccc cs cesecesececeeees ° 
Desk Buttons —9¢” RRR ah + ‘45 | COUCH UNMOUNTED PUSH BUTTONS “‘WORKRITES” 
High Voltage 34” Hole—110 Volts...... 2.2.0... 0. ee ce cece cece ee eees 2.40 N. - 
Table Clamp SS AP Pepe RS sa) ee ee 1.00 'o. 97 for 4 Pi d.0 66.0:66.060000006b 06 0006600000000000008000008 $0.50 
Pico Pushes Combination Nichel............. Terese seessssesess “"g5 | Adaptor No. 0684 for same.........-.eeeceeeeeeeeeeececceseecees .05 
ee ee ne. cca takenicesdcncectenen 46ndee edie 1.50 
SR re are Tere ey eee -20 
BAKELITE OR COMPOSITION PUSHES BRACKETS, RACKS AND 
Round Plain 1%" Diam.. .$0.30 Rectangular Plain 154x3%"..... $0.40 WIREHOLDERS 
Octagon Fancy 1%x1%" Diam. -35 Rectangular Fancy 14%4x3%"..... .60 
Oct.Card Holder 244x2” Diam. .40 Rec. Double Card Holder....... -85 Findlay—G. E.—Hubbard—Joslyn and National 
DESK PUSHES--COMPOUND ——y 
“a. Te 2 |e We ‘ HOUSE BRACKETS 
Make and Description Button Button Button Button Button Button For Pin Type Insulators, Less Insulators 
Edw. $146-Bakelite Block..... $2.10 $2.50 $3.20 $3.65 $4.50 $5.25 
Edw. #197 Less Cord Bake. Bi.. 3.50 4.75 6.00 7.25 8.50 9.75 No. of | No. of 
Edw. #197 with 6’ Cord Bake.B1 4.05 6.10 7.75 9.45 11.15 12.85 Description Wires Spacing Price | Description ) Spacing Price 
Edw. #190 Wood—Less Cord. 4.00 5.35 6.60 8.10 9.40 10.80 One a0 $0.25 | One F $0.30 
Edw. #190 Wood with Cord.. 4.45 6.65 8.35 10.30 12.05 13.90 Light Type Two 9” .55 | Corner Type Two 9” .55 
Fara. #4C Wood Less Cord. 2.00 2.30 2.60 3.05 3.50 3.90 Three 64" -90 | Three 6” .80 
Fara. 2A Wood Less Cord.. 4.90 7.00 8.50 10.60 12.40 13.80 One aa .40 | 
Fara. B.D.P.Bake. Less Cord.. 3.50 4.75 6.00 7.2 8.50 9.75 Heavy Type Two 9” .80 
Fara.M.D.P.AllMetalLess Cord 6.00 11.00 16.00 21.00...... ...... Three 64” 1.10 | 
P&W #4 Wood Less Cord. 2.60 2.80 3.50 4.30 4.85 5.60 
P&W #5 KS 6 oe ne Cord anease & $20 sai ° [3 seeces 13.95 
P&W #12 > SR . ae DD occcce 6.00 
wanes a HOUSE RACKS 
Door Springs Window Springs One and £0.40 Two 4” $1.10 
Open Circuit Door Spring. ...... $0.40 Open Circuit Single........... $0.60 Four 4” 95 “ 8” 1.65 
Closed Circuit Door Spring. ..... .50 Open Circuit Double.......... .85 Light Type Two 6” .80 | Heavy Type Three 4” 1.75 
Open Circuit Make and Break. .50 Close Circuit Single........... 1.00 Three 3” 95 8” 2.10 
Open Circuit Door Trip......... 1.00 Open Circuit Transom........ 1.60 . 6” 1.20 Reaip 4” 2.20 
Five 4” 2.70 
OTHER PUSH BUTTONS = 
Ansonia WIREHOLDERS 
Round Stamped Price Round Cast Price Separable Base With Insulator 
1 ae $0.30 511 1%” L Back.. ....$0. . on - ail 3 " 
ae a tos eee “40 512 234” Loose Back....... 7:00 | Light Type Two 6" $0.55 Light Type Three 434” $0.80 
579 1%” Flush Push........ 1.00 508-10 2%” Loose Back....... 1.00 9 -60 | 7 6 -85 
E33 1%” Flush Push........ 1.00 rnd 2%, —_ peck beeaten .60 
1 ose Back....... -85 ; 
. - 570 24" Loose Back mecca .75 WIREHOLDERS 
F-33 Stamped Flush Push... .$0.70 545 Oblong 2 Gang for Cards.$1.85 
G33 Stamped Diamond Push. .70 545 Oblong 3 Gang for Cards. 2.65 With Insulators Attached 
521 Stamped Push......... -75 545 Oblong 4 Gang for Cards. 3.65 = 
528-534 Stamped Push......... 95 546 Oblong1 Gang.......... 1.65 | One -,- $0.30 One -, $0.65 
536-537 Stamped Push Loose 547 Oblong 2 Gang.......... 1.50 . : Two c. “Se | - Two 2 1.25 
a all 1.00 548 Oblong1 Gang.......... ‘75 | Light Type er -55 | Heavy Type |“ 9° 1.30 
538 Stamped Oblong Push... 1-25 549 Oblong Gang... ---.. 1.20 Three = 46 ‘- thee =f 1.85 
541 Oblong for Card.. . 1.65 577 Diamond Push.......... .70 & - 6 1.05 
544 Cutons oe Sas “tins 3. 578 Diamond Push.......... 75 
Combination Floor Pushes omp PR pdbbddnrécdsinsaeceticoncceses 2.50 
Se es ES CED HD En yc ccbccdenccccoedcessceccocececcesese .45 SECONDARY RACKS 
Edwards With Insulators Attached 
Round Desk Buttons Oblong Push Buttons Two 6” $0.90 Two 8” $1.30 
SN Bc a cscs ctscececcs $1.40 602—2 Gang for Cards........$1.00 Three 6” 1.30 | Three - 2.15 
GR FE” TRGNR. cc cc cccccccccss 1.45 607—Single for Cards......... 40 | bint T Two 6” -85 | Heavy Type Two 8” i.20 
625-—56" Hole. ....ccccccccess ry) = SR eperesehtene 45 At LyPe Three 6” 1.20 | Three 4” 1.35 
1786—2%%" Watertight......... 3.00 650—Single Solid Cast Brass... 1.10 Two 8” -90 | . 3” 2.00 
Three 8” 1.30 | 
Partrick & Wilkins 
Round Push Buttons 
Sesined Wend re P ET ee ne ne Tee ee eee Tee eee 0.38 WIRE HOLDERS 
Oak W ROUNRT FE on occ acccccdcdccncecccnescesccvceecoececceees ° 
Sisk Gem, Chenell out GUL Chan. Ih-.cc.......2 cccccccscecccecerses 65 All Porcelain Screw Type Single Point ' 
ee Ng kn 0.0 06h 9 5b 668-0 ab ake Gecveebecenendeche Gbanaee -90 Description 2 Price 
ee ee a Pee eee béud ead 55 2941214 — 2012", Pee CN s 8.s.c sas seen oe de bovho bh sdeds deus Se .$0.20 
ie EIDE GING, Whi a iw 640.400N045000046000.000ds eeaeeeeeees -65 | 1%¢x2%—20x2” 7 + cies ocae hese sneecenocedcsecenpsoese .14 
2% x3 %— — . e FOLSAES6teeeteeEsedne sensed eeaee -25 
Oblong Pushes 2x3 %—22 a i ns uk cdinn dd dest hab bdehineuneebee .20 
16 Cast Brace 4362196" Serew Cap. 2... ccccccccccececccccecccccees $1.55 | Swinging Round Knob 222" | W ood Screw. Nese TEOMA S SERRA OR ERS » +85 
SE Cott Dees” BUNT China's vn cctescic cectdcountcdinn diss cidte 2.15 . ae a re 3 Lae S HneP ORES SLO FECSET—OS 35 
ee I I Gg i wc 0 0.0.005 0éawnee eebatenedveseese e's 1.40 55 x BE DOTOW.. «ewer eccvcccsccsccccccces 35 
708 Wrought Push and Speak ER: Sy arth e SRE 1.00 Rigid Oblong Knob 22x2” Wood Screw... ....-.-.sseeeeeeeeeeeceeees -25 
ee Oe ey OO CNS NR as os 0s cbUs cots ces aconccddduceéeut been 2.15 “ Large “ 224x236” es seceeserevenvecs coeeeece -60 
908 3 pumen — — a a bnoanee6nesne6n$6usebnneseenensssenses 3 
909 4 Button and Car eee rT TT TTT eT ITITITIT TTT tT i Tie ° SPOOL INSULATORS 
Desk Push Buttons All Porcelain For Secondary Racks 
Coe Daslh 96" Wake Wine Caetee. on cc ccsnccccccccccecesetisosceseces $0.45 ” i. Paes... See ee ee eS 4 
Multiple $4” Hole Black Center..0.0.000000.0 IIIS EE ES > ee pehonpenptoteteeegetrcgue dee: Stace speedy =.= 
Pony Es TR RA 6s oo nce enh t Lbinn abe ods 4égsbehedes fbcas 1 3” x3%" One BUSA Lo) aedbcl Lebeek cock kesh balk “30 
J LY « OD hates bees +4 tsbeesewes dhbeshetbhnksssans haar ‘ 
Pear Shape Pushes A ne pera om wake aan RNS eae 13 
Compound Maple 2 Button...... 0.2.2.2 eeeeeeeeeeenee evcccceccess $2.00 | 3” x34 Pe  - e vncs Ube h wus eeks bebe Ch Seeteeeessateesseseeieest .18 
Compound Maple 3 Button........ 2. scenes ccewrceeeeeeeseneeseeceees 3.00 Oblong Insulator- Light Pe ines 0 cekedhtinn +c cngneeseense whee ens 15 
WERE PRSSCRNES SST SPOTS es ccc ccc sc cc cesescccdccccasececesbesvesoces .40 NT, I ois «05 0nd 06s gts stdbustchsosensedes -18 
These prices apply only to the United States 
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GENERAL) 


CABLE 
Building 
Wires 


e 


CODE 


DETROIT 
PARAC 
ROME 


INTERMEDIATE 


A-A RED 
TRITON 


30% 


A-A 
NEPTUNE 











Contractors know General Cable quality 


General Cable’s several widely known build- 
ing wires have made enviable records for 
long life and dependability. Each is of uniform 
quality, insulated under the most modern 
practices in rubber compounding developed 


GENERAL 


CABLE 
EXECUTIVE OFFICES: 420 LEXINGTON AVENUE, NEW YORK 


at General Cable Laboratories; and finished 
and packed for greatest efficiency and econ- 
omy in handling on the job. 

Leading architects and engineers, every- 
where, specify General Cable building wires. 


CORPORATION 


- OFFICES IN PRINCIPAL CITIES 
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MoTOR STARTING SWITCH 





UMBLE? 
Frere. 
















weee New Line for 


thermal cutouts 


co in oa Thermal Plug Cutouts— 


tions. Ample 


band ying plug or cartridge fuses 
aS for 3%4 to 5 H.P. Mofors 


cover. . . . 
This switch carries the heavy starting current as the motor picks up its load, but 
protects motor from damage by prolonged overloads. The thermal cutouts with- 
stand momentary “’ peaks’’ but open the circuit against sustained overload. This 


Top cover open, saves breaks in motor operation which are equivalent to breakdowns in the 

Ph on - = ry production-schedules of the motor-driven machines. .. QUICK MAKE-AND-BREAK: 
protecting fibre Kick-off feature of mechanism positively prevents sticking or failing to operate. Bakelite 

cover off). No arc snuffers greatly increase current-breaking capacity. Switch mechanism is mounted on 

Sante & cemeuty special non-absorptive porcelain base—the best insulator known. EASY TO WIRE: Box has 
Rimes da interlocking cover; plenty of room top and bottom. Can be locked in safety position, against 
wireman. .. . tampering. Knockouts provided; 12" to %’ diameter. Cadmium plated box, rust proof. 
Write for complete data- sheet. « « « « « « « « 


HART & HEGEMAN DIVvIsIoN 


THE ARROW-HART & HEGEMAN ELECTRIC CO. 
HARTFORD, CONN. MAKERS OF ELECTRIC SWITCHES SINCE 1890 
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Prepare for Your Switehboard Needs 
with These Devices 


Are you prepared for future switchboard needs — the addition of new panels, 


changes in present arrangements, or repairs to existing equipment? With 


General Electric switchgear devices, you are ready for emergencies. A few 


devices are listed below. There is a G-E warehouse near you. 








Bus Supports and Clamps 


Whether your bus requirements are simple or complex, there are 
G-E supports and clamps to meet them. Supports are for either 
moderate, heavy, or extra-heavy duty, and are for either pipe or 
flat-surface mounting to support bus bars, tubes, or cables. Ask 
for a copy of GEA-924A. 

















Disconnecting Switches 


Indoor disconnecting switches in ratings up to 23,000 volts, 200 
to 1200 amperes, are available for any form of connection. Group- 
operated and selector switches are part of the line. Send for a 
copy of publication GEA-1096A. 


GENERAL® 


SALES AN D ENGINEERING 


SERV 





Terminals and Terminal Boards 


For more than 20 years, General Electric has manufactured pressed 
copper-tube terminals for all sizes of cable up to 2,000,000 
circular mils. Terminal boards for small wires are also available. 
Publication GEA-938A provides a convenient reference. 





Panel Fittings 


Whether it be for a single panel, switchboard, or benchboard, 
the right fittings to clamp the pipe structure or to join the sup- 
porting framework to the panel are available. They are built 
to clamp standard-size pipe, and can be assembled quickly and 
easily. For details, request GEA-940A. 

500-66 


ELECTRIC 


Ick IN PREWCTP AL CITIES 
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Architects: 

Mayer, Murray & Phillips 
New York 

Switchboard: 

Metropolitan Elec.Mfg.Co. 
New York 

Elec. Contractor: 


A. Gustafson Co. 
New York 


New YORK 
BosTon 
CHICAGO 
DETROIT 
DALLAS - 





“DIAMOND H” 


Controlled Light in a Church 


The Church of the Heavenly Rest in New York City is an 
outstanding example of fine architectural design. 


The interior is beautifully lighted with indirect and reflected 
light. All of this lighting is controlled by the use of 
“Diamond H” Remote Control switches. 


Because of the very wide application of these switches to all 
forms of lighting control, the lighting plans of America’s 
finest buildings usually include “Diamond H” remote con- 
trol. For twenty years they have been the choice of archi- 
tects, engineers and contractors. 


Controlled light is the modern method of dependable and 
reliable control of lighting circuits. 


In Bulletin No. 10 we show the various kinds of switches we 
make, the purposes for which they are designed, and wiring 
plans to show different applications. If you haven’t this 
bulletin we will send it gladly. Our engineering department 
is ready to help with any application. 


THE HART MANUFACTURING CO. 
HARTFORD, CONN. 





NOTHING FINER 


MINNEAPOLIS 
CLEVELAND 
PHILADELPHIA 
SAN FRANCISCO 
TORONTO, CANADA 
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Brackets and Racks 


Conduit 





UNIVERSAL RACK UNITS 



































Rack Foot..... 
4” Extension. . 
8” ee 
12” . 
INSULATOR SUPPORTS 
Universal 
Size Price Size Price 
se deenessceseahessueead $0.24 BEEF... ccccccccccceccccccese .85 
ST neccneqgceesausenecesites .40 BOE cccccccccesaccesceesece .50 
 <nssancenencxanns .60 SF cocecvvveccnucancseuunes -65 
WOOD BRACKETS & PINS 
Standard 
Wood Brackets 
CC et eer. $0.07 1%x2 xi2 
BPRRD BEBs cccvcccscecccces .08 2 «24x12. 
DPRMOEEEDs  ccccecccccceess .09 2 x«2%x12.. 
2 x3 x12 
Pins 
Locust 144 28........0.000es $0.06 Besest BOG... sccsccccencs $0.10 
Oak errr .05 Oak BRN 6 cccedbscscces .08 
B-SUNDRIES, BOLTS, ETC. 
CARRIAGE BOLTS 
Galvanized 
Length 
3” 34” 4" 4%" 5” 5" 6” 
" Diam. Each.. $.03 $.04 $.04 $.05 $.05 $.06 $.07 
x ™ moe .06 .07 .07 .08 .08 .09 -10 
MACHINE BOLTS WITHOUT WASHERS 
Galvanized 
Diam. Length 
* ie B10" 12" 14 16 18” 
Bagh. .cccce # 04 8105 8.05 8.06 
-  sesunee 08 09 $.10 $.ii $.12 8.14 8.16 8.18 $.20 
mo © ussseee 15 -19 .21 .23 .25 
~~ 6 © 6 céeues 222 7. -26 .20 .32 .35 
FLAT CROSS ARM BRACES 
Galvanized 
Len 
20” 22” 24” 26” 28” 30” 32” 
BEAeEs. .cccccccocecsescse Gee Bae Ble B.S Bee Gee Se 
iRl...c<cscccecesaeee oe ae” oe ae oe ee 
STOVE BOLTS 
Round or Flat Head 
Diameter 
Renssh te" ty" 4” %" i; 
Uptol” Long Per Dozen....... $3.10 $.10 $.12 $.15 -20 
1K%tolk” “ ~ * eeeanes .10 -10 -12 -20 -30 
1% to2k” “ . eos peech .10 -12 -15 -25 -35 
2% to 8” - . ws ecenes oes -20 25 .80 .40 
3% to 4” = sas waren .25 .30 .35 45 
TOGGLE BOLTS, STEEL 
‘‘Paine”’ 
2" 3” 3%" 4” 5” 6” 
Size— Diameter Long Long Long Long Long Long 
4" Lon Price Each...... $.10 $. i $.10 euee saws 
ign S - © cecces ees -10 $.10 -10 ges gene 
— © e © cecoes -10 .10 10 -10 $.11 $.12 
i bed © © cccece -ll -1l -12 12 -18 -13 
— * bed © scvgne 14 15 


13 
NOTE: For Brass Toggle Bolts 236 times above prices. 





REDUCING WASHERS 


For Outlet Boxes & "x Cabinets 


Reducing Washers 1%" 1%" 


4%” 2° 2 
$.02 $.02 $.03 $.04 $.05 §$. 


4” 





Price Each......... 06 
K. O. SEALS 
For Outlet Boxes & Steel Cabinets 
For Closing +4", ce evciht decken Owebiereeeeneeeee Sree beeen ee 3 .04 
For Closing 4 4 re”: SceeRei hake Kee Oe bbds Okbeeee ee beNReenes bxee' 
For Closing 1 Oo. petiwvereiensxeeenene fn 
Ceiling he" & & Porcelain No. 170—Bach. . ......ccccccscccces 12 


Switch Bases—See Snap Switches Page PL-19. 





CORDS, FIXTURE, LAMP AND HEATER 


SINGLE FIXTURE CORD 
Single Lamp Cord — gee Foo 





ype 0.18 No. 16 No. 14 No. 12 
Single Cotton Covered Cord—Light F -64 $.01 -02 $.02% 
Single Cotton Covered Cord—Heavy F-32 01% .02 .03 $.04 
Single Artificial Silk Cord—Light... F-64 01% 38«60.02%—C«COB 
Single Artificial Silk Cord—Heavy.. F-32 01% ~ =«-«.03 .04 


36 





These prices apply only to the U wilted States 


DOUBLE LAMP CORD 


Regular Lamp Cord Price Per Foot 


Type No.18 No. 16 No. 14 No. 12 
Cotton Covered Twisted Pair........ $.02 $.0234 $.04 $.06 
Parallel Pair......... PO 02% 04 -05 ase 
“ Twisted Parallel Pair. PD ‘03 d 
Artificial Silk Twisted Pair .......... c -02 .04 .06 
“ Parallel Pair ..... .05 -07 


PO 02 
x P. D. Cord is not listed in N. E. C. Code Approved Cords, 





REINFORCED CORD 
Price Per Foot 
Not Asbestos yee No. 18 No. 16 No. 14 No. 12 
Cotton Covered iiewe Type ig: $.03 $3.04 .07 ain 
04 ‘ .07 $.12 
Weatherproof L Ligh Type pe . BSwP .03% .04 cime mum 
Heavy 6... .04 .05 .07 





HEAVY DUTY PORTABLE CORD 
“‘Duracord” or Similar. Extra Reinforced 


Price Per Foot 





No. 18 No.16 No.14 No. 12 No. 10 
Type PS Light 2 Coad. ee Oy $.08 Ph ee Peay aees ae 
P Heavy 2 -ll $.13 $.17 $.22 3.30 
8 ¢ oh ae 4 22 -26 -36 
ALL RUBBER CORD 
“Tirex”’ ‘‘Royal” ‘“‘Super-Service”’ ——— or Similar 
Price Per Foo 
No. » No. 16 - beng No 12 No. 10 
SJ Junior 2 Conductor Black....... $.06 $.08 eoee gee 
prs 2 Green....... -08 -10 
* 8 § - Black. -ll -14 ates peas 
S Ty ype Heavy 2 Conductor Shyt.. -12 .14 $.19 3.24 $. 30 
= : e 15 .16 24 -29 
es e -17 -21 -29 .38 ve 
ee e Sele. Cond. Black. os .08 .09 -10 ll 13 





HEATER CORD 


Price Per Foot 
0.18 No.17 No.16 No. 14 No. 4 
Stand. Twisted or Wound Asbest. 14% . 05 $.05 $8.06 $8.08 8.1 
American Beauty Heater Cord Super 


Asbestos Covered 





0.0040 04050nh one cacece ota ‘ eee -12 -21 
Rockbestos Heater Cord.......... .07 3 .08 -10 -20 
Universal No. 9092 Super Flexible... bac .09 .08 cere cece 

Price Per Foot 
**Deltabeston”’ Heater Cord No. 18 No.17 No.16 No. 14 No. 12 
Type A pe Braid overall Loco 
D6 60686056500 tne éece $.08 .09 $.10 $.11 $.16 

. ¢ Cotton Braid eee .07 .07 -08 Sesie S60 

“ on ea. cond.. .07 .08 -09 cece cece 

° © Somen on ea. Cond. & over 

CORD. 5.000 ecacaneesanceduecsss .08 .09 -10 ones 
NOTE—For Armored Cords See Page PL-9. 
“ Extension Cords See Page PL-10. 
“ Fixture Wire See Pages —— & 27. 
“ Bell Wire See Page PL-27 
MISCELLANEOUS CORD 


Price Per Foot 


Description a No.18 No.16 No. 14 ie. a me, nd 
x Brewery Cord.......... $.03 3.04 $.05 ° 
x Canvasite Cord......... .05 .06 .08 eee 
@ OR Geis insdcsccce WP -05 07 -10 eees aces 
x Packinghouse Cable..... PKWP -05 .06 .07 as a “a 
x sreee & Theatre Cable. -05 -06 07 $.14 $.16 
‘K” 05 .06 .07 


Type “K” replaces. Brewery Canvasite and Packinghouse Cable. 
included in present listing of N. E. C. Code Approved Cords, 
x Note—These prices are based oniess than coillot trade prices. 


They are not 





CONDUCTING BELL CORD 


— _ 
Number of 2 8 10 14 1s 
Conductors Cond. Cond. Cond Cond. Cond. Cond. Cond. Cond. 
Price Per Foot......... $8.08 $.15 $.20 $.21 $.25 $85 $.50 $.70 


Note—For Armored Lamp Cord See Page PL-9. 





CONDUIT, ELBOWS, COUPLINGS, 
BUSHINGS, ETC. 








RIGID CONDUIT 


Cutting & Cutting 
Black Galvd. Threading Only 
ie Per Foot Per — Per Thread Per Cat 
PTTTTTTTT TIT TTT TTT Tee $ .10 $s. $.20 $.10 
-ll 12 220 -10 
1 16 -17 25 -10 
22 24 15 
26 .29 25 -15 
35 .39 40 -20 
55 -62 50 25 
-72 .80 60 -30 
.92 1.03 70 .30 
1.12 1.23 80 -30 
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Conduit C-Sundries 
THIN WALL wag “ABC” LEAD COVERED ARMORED CABLE 
%"ork” \” 1” 1” af Price Per Foo 
Threadless ...... Per Foot$0.09 $0.12 $0. is $0.22 $0.26 $0.36 No. 14 7 = No. hee 
Adaptor Wpf. . . -Each is .25 35 65 85 1.30 Single Conductor Paes Lead Congas -. on - $.07 
Couplings or Conn.. .25 35 65 85 1.30 Stranded “ eee 
Elbows less Coupling. Pe ed ea nem «ante abe 50 .60 1.10 Two Conductor Solid e 15 $.i8 $.22 
NOTE—One Coupling is included with each 10°ft. Length Conduit. Three a | ee nd e ee > 5 "34 "38 
= ss Stranded “ O ‘cdsccvccceccee doce oeee o6ee 
ELBOWS OR BENDS, COUPLINGS, OR UNIONS, - Price Fer Foo, . 
KNUT. 0. o. °. 
BUSHINGS, LOC S, REDUCERS Single Conductor Solid Lead Ceveneh.scccssecccesce ates eens ° 
Price Each sii “ ‘ Stranded * , ae ee neeeeeees $.14 $0.20 ‘ 
ckso —. oF. ier. Se . Sedwacacessane Sims ery or 
Coupl. er - e Stranded “ DS . exe Seana .30 41 eee 
Size Bends or Elbows Couplings Bushings Locknut Unions Three ° li = ST deat aewhes anes esce oeke 
Each Black Galv. Black Galv. — by 8 - eK > S Stranded “  . semen caseeuss -42 .58 $.79 
wd ‘ ° ° -10 ° 
- “SS Ss a a a mS “ABC” ARMORED LAMP CORD 
i 128 "320116518 105 10254 «= 70 28 Per Foot 
1K" -38 43 23 -24 8=©.07 .04 1.10 42 é Single Strip >. 18 No. 16 No. 14 
1%” -51 .58 -28 31 .09 -06 1.60 .56 | Plain Armored Lamp Cord, Two Conductor.......... $.09 $.11 $.14 
We a'as 1 - = - = = oi A Add 30% for Double Strip 
in tp toe aa. Ss. Ue NON-METALLIC SHEATHED CABLE 
rt 9.10 10.40 1.20 1.30 1.10 .46 ues 3.58 “‘Romex”, ‘‘Loomwire’’, ‘‘Wireflex’’, or similar 
Also on Page PL-10. Also on Also on With or Without Ground ~~ #14 #12 «#9$10 #8 6 #4 
Page Page ire 2 Conductor per Foot...........$0.05 $0.07 $0.10 $0.15 $0.23 $0.28 
PL-12 Wire 3 Conductor per Foot. . x .10 ~s -20 .27 .43 
puting: ees Base chine aw ‘- ‘- .O1 a ee we 
itting-Clips EKac ° cece ° ° ° ecse ese eece 
CONDUIT PENNIES Fitting-Connectors OS ee 10 = .10 -20 .20 .30 «55 


Size Size 
eeebeecescessocecs “5 ) feimbparracetn =. 
T cepeereouseesocses -01 ° 
%, gear euseseorecscos .01% B Pocnce vessiavetsuce .07 
RESP  cccccccoccccceses -02 . MEER Te Te .08 
ig cecccccecesoooscee .03 YL ohonrneusemen- aie -10 





FLEXIBLE METALLIC CONDUIT 
“‘Greenfield’’, ‘‘Flexsteel’’, or Similar 


Single Strip Per Foot.. . Foo 4 $.12 $.14 §. 18 . 2 $.45 $.64 $.79 
Double Strip Per Foot.. ‘ oor ae 50 71 ~=«.89 
For Fittings for Metallic Conduit See Page PL- — 

For Non-Metallic Conduit or Loom See Page PL-15. 

For Stee! Armored Cable & Lead Covered See Next Item. 





RUNNING THREAD, PIPE 
%°a Kh" \° 4" 
Dilied wth Gia és nc ens cdaes aie iesenesn $.25 $.30 $.45 $.55 





CONDUIT PENNIES 


7 ” < 2” ” - 


— 4” % 4” 234” 
Price Each....... $.01 $.01 $0144 $.02 $.03 $.04 $.05 $.07 $.10 





CONDUIT WOOD PLUGS 
1%" 1” - 
$63 44 $.22 


For Solder, Sticks, etc., Page PL-25. 


F 6” a 1” 
Peles Bath. cc ccccsccccecs $.02 ‘y 03 $.04 
For Pipe Straps, see Page PL-25. 





CABLE, ARMORED & NON-METALLIC 
SHEATHED 








ARMORED CABLE, “‘BX”’, “ABC”, “FLEXSTEEL”, OR 
SIMILAR 


Price Per Foot 


No. 14 No. 12 No. 10 
TWO Solid Single Strip $.05 $.07 $.09 
CONDUCTOR Stranded = 2 orgs etka acu 
THREE Solid = & .07 -09 88 
CONDUCTOR Stranded = eee os se ree 
CONDUCTOR Solid e ¢« +15 -18 .22 
ONE Solid =. = -08 -09 -10 
CONDUCTOR Stranded . 8 sep esas ell 
OVALFLEX 2 Conductor = & .08 .12 -16 
3 Conductor ~ = -12 -16 ose 

Price Per Foot 
No.8 No.6 No.4 
TWO Solid Single Strip on aes 9066 sans 
CONDUCTOR Stranded = $.15 $.22 $3.34 
THREE Solid = ® 18 oes eee 
CONDUCTOR Stranded = -20 25 44 
CONpaS TOR Solid = .32 44 ver 
re) Solid =" -ll -13 er 
CONDUCTOR Stranded . ° .12 -14 -24 

Double Strip Armored Cable add 30% to above prices, 

Anti-Short Fibre Bushings for ABC Cable, Each... .............00000: $.02 
Clips or Staples 4%” for Armored or Non-Metallic Cable, Each......... 01 





ARMORED SERVICE ENTRANCE. CABLE 


Per Foot 
Size—No 8 No. 6. No. 4 


Three Conductor Stranded Service Cable.......... $.30 $.40 $.50 








CUTOUTS OR FUSE BLOCKS 











PLUG CUTOUTS 
30 Amp. Porcelain 
Description Price 
Single Pole—Main Line go ossgnkeseeaecdutareacsdeuaeseos 62569 $.25 
taeke eT SF hee eteeaeceenebosbeeseenenetbes 62965 . 35 
D OD 1. gn k50bs6043005060008b06RS6 NFER 62165 -50 
Double Pole Fiasie | Branch oy ektebuchsaduees eenksaeuelae 61935 ‘- 
® © Bee ee: | .40 
Triple to D. P. Double Branch........ccccccccccccescces 62199 .60 
Tripte Pole Single Branch... ........ lackeeshscouehandaas 8042 .65 
<< —.i‘aé./. jeer pre eeeenerer sern 62135 .85 
DEAD FRONT CUTOUT BASES 
Plug Type—30 Amp. 
With Short Cover With Long Cover 
BRYANT umbers Price Numbers Price 
3 Wire Double Branch—4Circuit.. 72035 $3.35 82035 $3.65 
G. E. or TRUMBULL With Covers Without Cov. 


.E. Trumbull Price G.E. Price 

3 Wire Single Branch—2 Circuit. 2435 3199 -65 

3 Double “_—4 = 2440 4199 i. :80 2441 .85 
ENCLOSED CARTRIDGE CUTOUTS OR BASES 
Porcelain Base, 250 Volts = 2 Soe 














Ac . Amp. Amp, 
Single Pole Main Line Enclosed Porcelain “ae ae $s. $ .65 $1.20 
Door atéebeee -55 1 20 2.30 
" ° S eS Ee .85 1.65 3.30 
Double Pole Baste Buageh Poresiaia. pRsoeewonse -75 1.60 ; 
evecccccone 1.25 3.30 obee 
Triple to Double Pole Double Branch Porcelain .. 1.50 3.80 ‘ 
Triple Pole Single Branch Porcelain ............ 1.30 3.00 
Triple Pole Double Branch Porcelain .......... 2.40 5.40 : 
Single Pole Main Line Cutout Base 600 Volt...... -70 1.00 1.50 
SLATE BASE 
250 Volt 600 Vol 30 A. GOA. 100A 290A. 400A. 600A. 
Single Pole-Slate Base- 250 ee . 60 “ 90 a 25 $2.10 $5.20 $ 6.60 
Gab Va eves 60 2.50 6.00 7.15 
Prices on cutouts ‘do not A fuses 
GROUND CLAMPS 


M%tol” Htro2’ %to3” % to4” 
Standard Adjustable Ground Clamps, any mabe $.3 $.15 $.20 $.35 
° 


0.4 No. 5 No. 6 

BeasRatR cc oc ccc ccccccesstscecece $.24 $.28 $.35 $.45 
. 2%" 

Other Types +7 ae CA te ode Ge 

Chase Shawmut 3660-68 ‘s. a e- 30 s. bo s. * $3.50 $.60 $.65 6. 70 

G. Vv. A Series 5000.. 30 .50 .60 .65 70 





STRAPS, CLIPS OR CLAMPS 
1%" 1%" 2” 2K" 3” 
Galvnzd. Straps, 2 Hole $.01 $.01 $41 $101 8.02 $.02 $.04 $.05 $.06 
Per Pound...... $.20 
No. Straps per Pouud. 45 40 25 20 13 12 7 5 4 
Light Steel Strapvs,1 Hole .04 .05 .06 .08 ... oes 068 S26 cmp 
peek, Iron Clamps,t Hole .06 .07 .08 .11 .18 -25 .45 .60 .80 
& & Conduit Clamps 
Wak Boits-Series 1400 a «swe <a 25 
CHG TO LAGU ..0 si. nncdder ccncceedbenesctsonececesecene 2c Each o: 3 for 5c 
(See Also Page PL-27) 


COLORING & FROSTING LIQUID 





7ounce 15 ounce 30 ounce Pint 1 Pint Quart 

ans ans ans ottle Bottle Bottle 

ees Gs chs eeete | =| eo $1.25 $2.50 $5.00 
Db Gcccehtine $2.50 $4.00 eee akanes cabin » ~2emee 
i  ecc.cke Sete wap ee) | dkeawe 1.25 2.25 4.00 
PUPUNNE s 6 o 4s Cbbbv6c6esccdseveccccteoneee 1.65 3.00 5.00 


These prices apply only to the United States 
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Cord & Wire Connectors 





CORD & WIRE CONNECTORS 





SMALL FIXTURE & WIRE CONNECTORS | 
Solderless 
Insulated Solderless Wire or Fixture Connectors Similar to “*Ideal” 
“Marr” “Sherman” “Simplex” “S.R.K.” “Wirelets” “Wiremold” Etc.—each $. = 
E-Z Insulated Solderless Wire or Fixture Connector 
Non-insulated Solderiess Wire Connectors—2 Screw—Al! Metal. ‘0 


SET SCREW CONNECTORS 
Round Brass 





No. No. No. No. No. 

Wire Size 12-14 10 8 6 + 
Divided Wall—2 Screws........... $.06 $.08 $.09 $.10 $.14 
” 4 =eeeseneecoe eens 16 -12 .13 18 
Hole Thru BS © eeccéossece -ll eauk .13 15 -17 
” aa GS © cessseesese Geen ae sou oone -20 
No. No. No. No. No. 
Wire Size 2 1/0 2/0 3/0 4/0 
Divided Wall. 2 Screws............ $.15 ial o00s awe 
- we cktkeesnetes .20 $.26 $.32 $.50 $.80 
Hole Thru BS ~~ cévecesseces .20 .24 .30 o6es ceee 
” 4 he 22 28 .30 .45 .60 





SOLDERLESS CONNECTORS 
an Frankel or Penn- Union 





No. No. 
Size Cond.. --.3to1 1/0 2/0 3/0 4) 0 250,000 300,000 400,000 500,000 
OS Wee Eilicccceuet $0.75 $0.80 $1.00 $1.20$1.40 $1.65 $1.90 2.50 $2.05 
Cable Taps....... 1.05 1.20 1.40 1.75 2.10 2.40 2.85 3.75 4.65 
3 Ways & Y’s..... 1.05 1.20 1.40 1.75 2.10 2.40 2.85 3.75 4.65 
Lugs FB Ang..... 55 .60 .70 90 1.10 1.20 1.40 1.85 2.40 
CORD & MOTOR CONNECTORS - 
Complete Body Only Cap Only 
Arrow No, Price No. Price No. Price 
Midget Arrotex 8239 $1.00 ee ee TTC Ter 
Motor Conn. RP-8221 -70 8221 $3 .65 RP $.10 
- - RA-8222 .75 8222 .65 RA 15 
“ = RH-8224 1.30 8224 .85 RH 45 
. - RG-8281 1.25 8281 .80 RG 45 
- e 8334 & 35 1.30 8335 1.30 8334 1.30 
Bryant 
Motor Midget K T-130 .70 130 .65 KT -10 
* Conn. KG-103 90 103 .65 KG 30 
GE 
Cord Conn. 1346-1347 .90 1347 45 1346 45 
. . sos Seen 1351 .65 2527 10 
- ” 2719 1.25 2720 .95 2721 45 
- - 2715 -75 2716 65 2717 10 
as Cn eee ete. aipudem 1347 40 1346 40 
Hubbell 
Cord Connector .... oo 5574 .55 5896 30 
- - 6116 -75 6118 -65 5964 -10 
© ye oeee ene 6630 55 6631 20 
S pe 6180 -65 6630 .55 6181 .10 
yes - 5518 .80 5574 -55 5420 -25 
ya pes eee ones 7084 .85 7056 55 
" - 110 7092 75 
“ - 85 6149 45 
Weber 
Cord Connector 2274 -60 .74 45 2200 .20 
Wirt 


Cord Senqestec 56 .55 
NOT E: For Attachment Plugs and other caps—See Pages PL-16 & PL-17 


E-SUNDRIES 








EXTENSION CORDS—MADE UP 
With Plug & Socket, but Guards-Lamps & Handles Extra 








EXPANSION SHIELDS & ANCHORS 
(Ackerman—Johnson—Chicago Expansion Bolt 
—Diamond—Dryvin—Packtite—Paine—Star or Similar) 


Screws Not Included. 
Expansive Screw Anchors or Caulking Hammer Drive Anchors With Nail 


Anchors for Machine Screws or Bolts. Size of Shield Price 
Size Screw or Bolt Price %%" “it BED édbasevossvees $0.05 
ee rrr $0.06 %_"x1” ~  enesessecdoces .06 
Sn ccscdsdamakasten Be peep teens 07 
10-24 D 66 6000b0dbeb> 000006 .08 + arte © ebccgeecedeone -08 
12-24 eeehbeGeetninns< -10 “x1” Sr beepeoesencese -09 
ee. LL eee rar ~-12 "x1" ™ ineeneeneeten -10 
SEED wc eecccccccoess 15%" x1” MET TT IT TT TT Tee -12 
ae. ~ stssceeeteceuce a ae” «| -nebeescegousen -14 
7-16x14  begetneskesveses -20 %"x2” WET TTTTT TTT Te -16 
D>" ~iekkeseeetouns TL ”6)3=—si(oenbacngeeetos -20 
a. “. sietenennes cous .30 36"x2\” © —Shebecenseeses -22 
44" x3" ~ . weedeesewesene -25 





Multi-Size Screw Anchors 
Screw Size 
5 to 10 8 to 14 16 to 20 16 to 











Length of Anchor........ inéednenbaelhs 4%” of Im? 
Price Without Seve... cccccccccccceces $0.04 so. 05 $0.06 $0.08 
LAG SCREW ANCHORS (Diamond or Similar) 

Takes Lag Screw %" by td 4%” %” 4” 
Price Without Lag Screw. .$.15 $.15 $.18 $.25 $.35 
Takes Lag Screw %’ %” Kw’ ad 
Price Without Lag Sciew.......... $.40 $.60 3.90 $1.00 
FUSES 
PLUG FUSES 


Standard Plug Fuses—Any Make—$.07 each or 5 for $.25 
(Some Manufacturers put these fuses up 4 in a box, in which case they 
should be retailed at 4 for $. 25.) 





ENCLOSED FUSES, NON-RENEWABLE 














Non-Indicating Indicating 
Price Each Price Each 
250 Volts 600 Volts 250 Volts 600 Volts 
Amps. Fuse Fuse Fuse Fuse 
Ce are rere $ .15 $ .35 $ .25 $ .55 
BOD Gi. coccoccccccccoveces -25 .50 .40 .85 
i). =e .80 1.15 1.25 1.85 
BOD Bs ccccccececcoccesece 1.55 1.95 2.30 3.10 
SP OD Gs wescccecssccccecees 2.75 4.20 4.50 6.80 
4 Seen eerer 4.25 6.15 6.80 9.90 
GSES peeceesecscnseseses 8.90 11.15 13.85 17.35 
RENEWABLE FUSES 
Fuses 
Amps 250 Volts 600 Volts 250 Volts 600 Volts 
$ .50 $1.10 $.03 $.05 
1.00 1.25 05 ,. -06 
2.00 3.00 -10 -10 
4.00 5.00 -15 15 
7.50 11.00 -80 30 
11.00 16.00 -60 60 
FUSE WIRE 
i... weceadbonvesb shoo yy hg 1 
De ee DEE a coccccccceseesene $66.00 $6.50 $2.65 $2" 30 
FURS FUP FON. oc cwsececocsescccses 01 .01 -01 -01 
Bs Rt BR 9:0:5:920025000 3 5 6 10 15 
Price Per Pound. .......... $2 00 $1.50 $1.50 $1.30 $1.30 
OS aa 01 -01% -02 .02% -03 
Size in Amps. ....... 20 25 30 40 50 
Price Per Pound. oo. Se $1.00 $1.00 $1.00 $1.00 
Price Per Foot. ........... .04 -05 -07 -08 -10 
Size in Amps 60 70 75 80 90 100 


Price Per ound. $1.00 $1.00 $1.00 $1.00 $1.00 $1.00 
Price Per Foot.. -15 -20 -21 .22 24 -25 
* "Fuse Strip Any Amperage. .. .$1.00 per Ib. 





OPEN LINK FUSES 


Small Wire Type 
1 to 30 35 to 60 65 to 100 

Size in Amps................. Amps. Amps. Amps. 
Numbers. ....... «+ wteseceese 00 0-1-2-3 2-3-5 
OS ere $.12 $3.16 $.23 

Large Strip Type 
OE... « cotapendecesadedsesses 25-100 110-200 225-400 
Nembere. ...ccccccccccccccccccccccces 7 7 to 16 10 to 16 
PE a1dncguiestustiesnckemsen $3.23 30 $.60 
IE, . os¢nebiuseon 6eqneaiees 425-600 800-1500 
DUENOER, . s ceccepccessccccesoocesses 10 to 16 28 40 
A wruneweds Nasnd cohoausute $1.10 $1.85 $6.95 





STAMPED SHEET METAL LINK FUSES 


so err B os D E-F-H-I-L-M 
OP Se SONOS 0k ccc cecccces 1% 2% 2% See Catalog 
S als te ctx taeenceess $.11 $.11 $.16 8.30 


These prices apply only to the United States 


With With Reinforced With Artificial 
Length Lamp Cord Cord Silk Cord and 
in and Key and Key Socket 
Feet Socket Key Socket Twist. or Paral. 
No. 18 o. 18 No. 16 No. 18 No. 16 
Twisted 
© Bamticccccces -75 $ .80 $ .85 $ .80 $ .85 
G cocccvece -80 -90 -95 -90 -95 
- © peeesens -85 1.00 1.05 1.00 1.05 
me © l£ccevcee -90 1.10 1.20 1.10 1.20 
oe 6© cesesssec -95 1.20 1.30 1.20 1.30 
Me © NU ccecces 1.00 1.30 1.45 1.30 1.45 
De © csccuwes 1.05 1.40 1.55 1.40 1.55 
ae 1.10 1.50 1.65 1.50 1.65 
ae © oeescees 1.15 1.60 1.75 1.60 1.75 
me © sccecKes 1.20 1.65 1.85 1.65 1.85 
Se  sccesess 1.25 1.75 1.95 1.75 1.95 
Length With All Rubber Cord 
in and Weatherproof 
Feet Socket 
Light Heavy 
No. 18 No. 16 No. 18 No. 16 
0 Bethe ccvsvcccsecéseesss $1.00 $1.10 $1.15 $1.25 
G * ccccceccecsseeneces 1.20 1.30 1.40 1.50 
BS © pcccvcescossccocese 1.35 1.50 1.65 1.75 
Se © pc penseudaeestecese 1.50 1.70 1.90 2.00 
Se | cceceussonncseveese 1.75 1.90 2.15 2.25 
ae  ecevensuéunseieuess 1.90 2.10 2.40 2.50 
me 0 ecccecesenesecseses 2.10 2.30 2.65 2.75 
ae  santecsusneseenuses 2.25 2.50 2.90 3.00 
— ee 2.40 2.70 3.15 3.25 
£4 2.65 2.90 3.40 3.50 
St On a ccednenthahenas 2.80 3.10 3.65 3.75 
ELBOWS & BENDS 
For Rigid Conduit 
Size * a 1” 14" 1%" 
DS, o's ncbonneeonseuenevuens $.14 $.18 $.28 $.38 $. 2 
Getinekevccscasecccsesscnes vee -16 -21 32 43 
Size 2” 2” 3° 3%" 4’ = 
SE, kcovcns acdcédcenscesvonses $ .83 $1.35 $3.58 $7.87 $9.10 
Gs6on Gonencvencdvaaveensése 95 1.55 4.08 9.00 10.40 
38 
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Fittings, Conduit Fittings, Conduit 
THREADED CONDUIT FITTINGS COVERS FOR FS FITTINGS 
Description Single 2 3 ay 
MidtnsteiMetiintthivmituis =" 
eta over tor ush or surtace us utton umbDier 
. STANDARD TYPES, COVERS EXTRA Switches........ Geccded tag Bene $ .21$ 43 $3 $e 
“Condulets” “Taplets” ‘“Unilets” ‘Electrolets” “Vv. Vv." | M<i! Covers for Singue Fivsh Receptacles. state ae Cee 
**Adaptilets” Etc. . ~ pe D uplex . ~dpneee -42 i 
F 7 ’ td 1” 1%" 1%” ns . : ingle Me t Cover... . ® 
A — s & $ .44 $ .60 $ .87 $ 1.12 ve with Brass Nipple see eeereceseces } eeee 
e ‘= - ‘<< ..= i = = For Pilot Lamp Rec. with Jewel. . 1.40 
Co-cov = 1 1.08 1:75 2:25 > ieee | Vaporproof with perating Mechanism . a ‘= 
F - For Special Form 6 Entrance Fittings See PLAS. - Blank Cover — a ee ee - 70 1:08 “o 
FE 7 2 4 ae 8 oe” an me. 5. ge ET OP CORE 00 COC SORES REAEOD . . . . 
LB-LF-LL_LR-LBB "56 “63 “91 1.47 1.96 Porcelain Cover with Holes. ................+--s: .28 tin iene 
ar | tee . a Foe Se, See COMBINATION COVERS FOR FS SERIES 
¥. 1.95 2.20 2.40 ‘ :.. | 2 Gang for One Switch and one Sgle. or Duplex Receptacle. .......... $ .70 
PC-PL 2.10 2.30 2°50 SP a. 2 lie Bull’s Eye with Jewel .............-- 1.75 
PT 2.40 2.65 2.95 ie “ree 2 One lift cover Receptacle ........ iene keke 1,05 
P : 2.50 2.80 3.10 - ness RECEPTACLES & PLUGS 
T All One Size eo = 1.8 1.73 2.3 Type 3 Pole, 250 Volt D. C.—600 Volt A. C. Style 1 
TA All One Size .98 1.05 1.40 2.18 3.22 Crowse- Hinds or 15 Amp. 30 Amp. 60 Amp. 
TB-TL-TR 81 1.12 1.71 2.38 Simil ” " Pe ge Re 
U-UB . 68 -75 1.10 1.76 2.35 QEe Receptacle  - & fF SY rer are ON 
X All One Size 0 1.09 1.47 1.98 3.50 | OE 7 ta 0 Se Se eee TT 
Gaskets -14 -14 -21 -28 -28 | AJA eh” {epee aaeiee L a eaes $20. 80 $20. 95 $22.55 $22.65 
Reducers -21 -21 -28 42 56 | AJB «ae Pe tit asked 19.95 20.10 22.20 22.35 
Connectors CCT .40 .42 .49 1 1.96 CP Watertight 
Unions U. N. Y. -65 7 1.10 1.75 2.65 Plugs 9.70 9.70 9.70 15.45 15.45 17.60 17.60 
Form 7 = 2%” 3%” ¥ AD 
A $2.32 $5.46 3 6.50 $10.60 $11.70 Type G & H WITHOUT JUSTABLE BAR 
é SS tS [8 OR EB] coetthae 
CO-COV 4.45 6.75 10.27 16.38 17.95 or Similer “" Ane, ” ws” Ane. 1" 
E 3.00 5.46 S$. 0. in shvicetteessveees $06 $ .70 $1.05 $.70 $ 9) $1.19 
For Special Form 6 Entrance Fittings See PLA. stl Manta teh “63 "77 «1.12 “77 “98 “26 
F For ao |6[6SeUlUmURMSlUMS CO | eee... (84 98 1.38 (98 1.19 1.50 
LB-LP-LLLICLBB = 6.50 "845 13.65 18.60 GTA-GX-GXA......... 1.05 1:19 1.08 1:19 1.40 1.82 
LPB-LLB-LRB 3.58 6.39 oe 85 8S aneh cis ion ndwaniee 42 56.91 56 .77)—«1.05 
yyy ted - s 6 Se as ate ae ec ae 6380841 
T All One Size 3.58 6.50 ee FF liiisesccksnscrucsss 56.70 1.05 ‘70.91 1.19 
76 2 Se 4 Ye aes ae ee | Seeepteeeoneee 84 «981.88 98 1.19 1.50 
U-UB ¢ ‘ 4.20 7.80 10. 15 16.38 18.75 . ay evecéeesotves -63 we Oa .77 -08 1.26 
All One Size 4. é ‘ % A 
Gaskets 35 “52 52 65 65 Coens See « Ree ,. 
Resesere = oe ‘0 —_ Pa FO .uaekssesesseensesiersossiaiienanin $.90 $1.05 $1.40 
Copnestase OCT 3.01 ae nese cose (St awee eee 1.05 1.19 1.61 
Ustess U. M. F. 4.10 6.65 11-15 GA-GLA-GT ~~ oa 1.40 1.82 
For Form 6 LB Fittings See PL-13 EGE n.0ds06cesccesanebeneea ie 1.50 1.68 2.24 
| ae a obec cckshbaahhacas .84 -91 1.26 
COVERS Ree ddsekes bos<6000sbesssgkeaeeeien = a ef 
SARS eee : ¥ : 
Fe een 1.26 1.40 1.82 
ver Above “ee ata gaeton a 1.05 1:19 1.61 
a 
Porcelain Covers with Holes beeeusesweees at om se 6S 1 2 Type G & H WITH ADJUSTABLE BAR 
Compgeition i Blank.cvsccccl 4258 1k LBA | Crouse Hinds , SAm .,, , WAmp. 
Porcelain * Fer Drop Cord... ..cc- .49 .56 rake ese or Similar 1 « 1 
“ Weatherproof.......... .22 .35 ees $1.26 $ .91 $1.12 $1.40 
Metal Covers Blank Sheet Steel......... -12 -16 33 45 1.33 -98 1.19 1.50 
oe ckeees -21 .31 49 -70 ee $2 Be :-3 
“ with 4 Nipple........... 8 -35 HH yea . 4 fe iS 35 
“ “ alk. te gle Ea 135 142 156 1.12 77) 981.26 
; state 140 ” ° ” 1.19 .84 1.05 1.33 
4 2 2gks, 34as 1.26 91 1.12 1.40 
Porcelain Covers with Holes ieiencadéewee $ .67 $ .84 $1.12 $1.26 154 1:19 1.40 1.68 
Composition pap wevedbépes 1.55 1.68 on soln 1:36 9 1.19 1.50 
S a mete sasestes 1.68 1.96 4.46 6.30 Type s 
Porcelain ve or Drop Cord........ eos osee case sous @c Hind 20 Am 
“© Weatherproof.......... ae aie oak en rouse Srinds ” ee on 
Metal Covers Blank Sheet Steel. 2.22.1: 630 179) kid 210 or Similar gi’ss sites h1.0 
te ich Semler se esses Fe ee ee iiliiiccceweee ee ee 
mee with 6 Nipplewws sc... sven sens tee, sete Bt RMB MMT torsos ecccsecsuccassnsesees ibe 1883.10 
“ “ “ See PCE SE 6 évev eb sddesiaceccccovccccoesees 1.75 1.96 2.52 
mans _Senenaaects Ticcthebaverenrishasnicenrnsensoaian 1.96 2.24 2.80 
ch widinc6000664% 00 600h03546400 60006 beeen . . He ‘as 
RECEPTACLES & ROSETTES  Seepoeneeepepeensatpmmernnne oS 
For Above EEE ois5 00k ead anne dh 452400000080 1.54 1.68 2.10 
\’” %" a ER er 1.33 1.50 1.89 
Plug Receptacles 10 Amp 2 Pole 250 Watt.......... $.56 $ .63 $.70 COVERS FOR ¢ G & H SERIES 
“ “ 20 “ : ROR ? "77 = yh G & H Fittings For G & H Fittings 
“eee 8R ES Ce Pe Bee Description Without aig With 
: “ 15 “ 4 “ 125 | Le RLS : 3 i pete Adjustable ar A oe 10 le Bar 
. ss ie be co TRE Se ; . wens sAca Am 20 Amp. Amp. 20 Am 
Lamp Receptacle 660 Watt with Shade Holder. ...... .42 .49 - 56 icin 8 — e ex 3.3 _ $.56 $.2 8.5 
Cord Rovette eee ae) torre he ee 
: “ Cas : 7 -42 = ‘= ‘30 
” ‘ 42 " ‘ 4 
FS SERIES FOR FLUSH DEVICES Sheet Sigel with 14° Brava a ee Pa We eee yk, 
Shallow Type Without Covers, Any Make Fg ig oh o iewi -50 58 68 43 ‘ 58 
No. Pipe : , 4 . . 
No. Sars Outlets ree son si<cs a m Receptacle Covers No amc nme Pe 7 _ + sai hewd oe 6 
ngle Ganr ne ° . ° 
# Two FSC-FSL-FSR- DEVICES FOR G & H SERIES 
rs Thsee FECA: FScc. 1.05 1.26 1.54 Lamp Receptacles ad piece with or without Shadeholder age steve 6.38 
me EB BB ee ee 
= our : : . P . . -<unrepeeeenandssheesbatedleoeenbecenaneees . 
Two Gang One FS-FSA. 0 MR BRR FB aes me Sehitetdndanamiogponaiaiacanennnn sessed 70 
wo = ° . ° SEE arin 
«6 Three FSD 2. os 2. Ww 3.31 J & K SERIES WEATHERPROOF | x je 
{Gaps Tegtem —4 2.45 2.59 NR ee or, SOEs wc nde coc dips sock $ Aa sifos $1.50 
Three Gang One an. - 2 weed 2.52 2.73 SS PRE Re = ey arr .98 1.19 1.61 
- - » Loe (we ee 2.66 2.87 600 bns 006060 seDaeED ODEN SEDC COETOSCCCee 1.19 1.33 1.50 
a - Four FSD 2.73 3.01 RRL TES 5.0.6.0.0.0.060060660054560000 004006400006 1.33 1.50 1.61 
Four Gang One FS-FSA ies ox 3.08 3.36 EST SE Se Ceca taeben aeeebebeceeebecses 1.50 1.61 1.82 
yes - Two oo =3©—~Sshewns 3.29 BMD B- Miko dinn stn cs ncdstedescccescccccoesseceuce -70 -91 1.33 
“ * Five FSD 3.44 4.00 4.86 | KA-RB-RC-ED. .. . ccccccccccccccceccons ° .& 1.05 1.50 
These prices apply only to the United States 
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C-H 
Meter-Service 
Switches are 
“*Best Sellers’’ 


The C-H “Safe-Lock” Meter Service Switch 
(Bul. 4325). Meter-test type with accessible 
main fuses. 30 ampere size has test disconnects 
on load side: larger sizes have both line and 
load side disconnects. Available with end 
walls and shutters for all standard watt-hour 
meters. “U" shaped twistouts for banking 
troughs. Ample wiring space in case; concen- 
tric knockouts in various sizes. Sliding door in 
cover cannot be opened until switch lever is 
thrown to “Off” position. Made in Plug or 
Cartridge Fuse types in sizes from 30 to 400 
amperes, 2 and 3 pole. 


_CUTLER 


YOU CAN'T 
FILL ORDER BOOKS 
ON 
“EMPTY” SALES TALK 


you customers want specific, 
definite advantages. That is the 
only way you can sell these days. And 
here are exactly that kind of sales 
features, for the Cutler-Hammer Line 
of wiring and Control Devices is rich 
with talking points. Here are Meter 
Service Switches, Safety Switches and 
Wiring Devices with sales advantages 
that stand out like quills on a 
porcupine. 

More than that, the Cutler-Hammer 
name is intelligently and aggressively 
advertised and merchandised . . . 
constantly making new friends... 
paving the road for you. . . clearing 
sales resistance from your path. That's 
the kind of help that means money to 
the contractor —for example, the 
1930 sales on Cutler-Hammer Wir- 
ing Devices equalled the 1929 sales 
in spite of the 50% drop in building 
activity last year. 

The engineers who are responsible 
for C-H Safety Switches, Meter Serv- 
ice Switches and Wiring Devices 
have gained their knowledge from 
nearly 40 years’ face-to-face experi- 
ence with the entire field of Electrical 
Control. They bring you advantages 
which could be learned only in con- 
tact with other fields; they bring you 









new standards of performance and 
sturdiness all of which you can sell, 
to your own profit. 

You can get Cutler-Hammer Wir- 
ing Devices, Safety Switches and 
Meter Service Switches from most 
established independent wholesalers 
in leading cities. It is a good line to 
grab hold of in stormy weather, and 
just as good when times are boom- 
ing. CUTLER-HAMMER, Inc., 
Pioneer Manufacturers of Electrical 
Apparatus, 1258 St. Paul Avenue, 
Milwaukee, Wisconsin. 


New! c-H Duplex Flush Receptacle—full 
of sales-making advantages 


The new C-H 7942 Duplex 
Flush Receptacle is outstand- 
ing in appearance and de- 
sign. Body is highly polished, 
genuine elite. New pat- 
ented finding ring permits 
easy insertion of plug. En- 
tirely new contact pF al 
pressure is supplied by auxil- 
lary steel spring carrying no 
current and assuring positive 
uniform pressure over entire 
contact area. Design insures 
freedom from burning or pit- 
ting. Heavy mounting strap 
with reinforced channel 
back, keyed to bakelite body 

events shifting. Two large 

inding screws at each termi- 
nal. These features, together 
with extremely shailow con- 
struction, the absence of let- 
tering on the surface, im- 
proved type of plaster lugs, 
impregnated back plate, etc., 
insure easy operation, long 
life, and trouble-free per- 


formance. 





AMMER _ 








© Wiring Devices and Safety Switches for Every § 
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COMMERCIAL LIGHTING 


Scientific tests prove that when a retail store installs 












fF 







































modern lighting, the sales and profits of that store are 
increased. 


et ee 


Mr. Electrical Contractor, when you sell commercial 
lighting you are actually selling better business. Retail 
stores will invest in better business. You have to tell them 
your story. 





Inland has made easy the job of telling the story to 
stores, shops, etc. Inland has prepared a complete adver- 
tising and sales campaign for you to use in selling com- 


THELASALLE 


Moder mercial lighting. 


Write today for booklet describing the Inland Glass 
plan and commercial lighting campaign. 


INLAND GLASS WORKS, Inc. 
CHICAGO 
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S&S ANGAMO 








ME-SWITCH 








ACCURATE TIME....ELECTRIC WINDING 
MODERATE COST....LOW UPKEEP 


The Sangamo Time-Switch is the 
product of combined facilities of two American manufacturers 
—each a leader in its field—Sangamo, makers of Meters, and 
Hamilton, manufacturer of the “Watch of Railroad Accuracy.” 

The Sangamo Time-Switch embodies these features: 
1... Accurate dependable time ...insured by the standard 
Sangamo clock-movement with Hamilton 11-jewel Escape- 
ment having a micrometer adjustment, and fully protected 
by dust-cap. 
2...Electric Winding...The switch mechanism is operated 
by a clock-mainspring, kept wound by a Sangamo motor 


which is continually in circuit. Because of ample reserve 


SANGAMO ELECTRIC COMPANY °* 


Vv 


power, the switch is unaffected by current interruptions. 
33... Mercury tube contacts of latest design, shown by tests 
to be absolutely dependable in service. 

4... Independent of frequency or voltage variations. 

3... Made for either a. c. or d. c. operation. 

6... Low maintenance cost... simple, sturdy design assures 
trouble-free operation. All parts interchangeable. 

For medium-priced installations as well as costly ones, 
wherever a sturdy and thoroughly dependable time-switch 
is required ... specify Sangamo. Available with meter ter- 
minal base or conduit-connected base. 


Write for descriptive folder giving complete details. 


SPRINGFIELD, ILLINOIS 
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RADIO 
OUTLETS 


For More 
Wiring 
Business 
at a 


Bigger No. 241 
Profi 
Radio Electric Outlet 











Tie into the late Summer and early Fall house 
wiring campaigns with a strong push on radio 
outlet installations. 


The fellows who are featuring radio outlet wir- 
ing are getting in where the doors are closed 
to other selling e:forts. 


And a surprisingi\; large number of other instal- 
lation jobs result from getting in with radio 
outlets. 


In addition to a prospect for two or more radio 
outlets in every residence that owns a radio set, 
there is a big and growing field in apartment 
buildings, hotels, hospitals, schools and clubs. 
And the busy season is just setting in. 


An Extra Electrical Receptacle for At- 
taching Lamp or Other Appliance. 


Elimination of Danger of Making Wrong 
Connections. 


Convenience and Safety in Grouping 
All Connections Compactly with One 
Wall Plate. 


All Parts Carried on Mounting Strap 
with Ears for Fastening to Standard 
Wall Box or Plaster Lath. 


Standard Wall Plates Match Other 
Electrical Outlets. 





SEND FOR 

RADIO 
CONVENIENCE 
OUTLET CATALOG 
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YAXLEY MFG. CO. "outs 


RADIO CONVENIENCE OUTLETS FOREVERY RADIO NEED 
RHEOSTATS—VOLUME CONTROLS—RESISTANCES—JACKS—PHONE PLUGS—SWITCHES 








PL-12 
Fittings, Conduit 


Fittings, Threadless 





DEVICES FOR J K SERIES 

































































Lamp Receptacle i, Pa. vaticsdonssbeedecndedsévatedbeasaven $.63 TYPE G-H SERIES TYPE J-K SERIES 
i a VD, é Jaennectensscaertdsenbanneoebens .56 With Adjustable Bar Without Bar| J %” $1.10 
Plug Receptacle 08 15 Amp 4040660 CORCRReseseeenbbadseoenseetess oY Form 5 %” $1.00 $0.80 4%” 1.40 
SERRE TERE ERE HHH EEH EEE HERE ES . G ” A 7 " 
ba - 70 . Braisdseccusnceessciencasin ee Form 10 1%” .- at K i’ -85 
ins 6.5.6 h6d04 cei ndhnndses eqeceensens tenatebaeeekasebens 49 “4” 1.50 1.25 
Be NN OEE, oo hc civosccsseuceecetseneeeess cnesnecntetnebets 42 ee I rt oe Note.—Threadless Fittings for 
Form 5 %” 1.10 -90 Rigid Conduit and Metallic Tub- 
GL “ 0 hh’ 1.25 1.00 ing (Thin Wall) are the same 
- — — price. 
- GT Form 5 %” = 1.45 1.20 Covers, Gaskets and Wirin 
SERIES V VAPORPROOF TY PE %” = 8=61.75 1.50 Devices same price as Threaded, 
Adapti Crouse-Hinds or Similar . % —_—_——-- es +. af ses G2 . , 
: form 5 P .75 .55 ittings for in Wall Conduit 
Prices include Globe & Guard H is. .95 75 are Only Made Up to and Incl lud- 
Form 75 Form 10 4” .90 70 ing 2” 
” 1” 
$5.92 $6.00 
6.11 6.24 
we et 
6. .76 
6.50 REDUCING BUSHINGS 
6.87 7.00 Large End 4” hd 1K” 1%" 2” 
Form 200 Small End Pee $.40 $.55 $.70 $ .80 $1.05 
4” %” 3 e wa rene eee .60 -75 .90 1.20 
Were Vee OP CTR cccccccecesceensoes $7.02 $7.09 $7.16 © © £8 Sass eee eee -80 -95 1.30 
VC&VL oF  ceeonnnneed cevcccece 7.15 7.28 7.35 S bas ie: cee eee eee 1.15 1.45 
VE-VGaVT“ * ecccecesecese 7.28 7.50 7.63 “4 © as eee coe ese eee 1.50 
vx © £Pgtteneeeeneswesanees 7.41 7.67 7.87 
VF =" & eeevesocecesesenses 7.47 7.60 
vDa VJ - SF ldapuncbescouounsaces 7.67 7.80 7.93 
FITTINGS, SPRAGULETS, WIRELETS 
ORT &B 
ACCESSORIES & PARTS FOR V SERIES 
Price 
Form Form BRANCH ale 
75 200 Series 
Globes only, clear glass. .......++sseeeeeeeeeeeeeeeeeeeees $1.12 $1.12 G.E., Steel City or Price 
a OPE. oo cccvccccccccccccsccccccscocccccecees 1.54 2.38 Description & B Numbers Each 
= “green, blue or orange.........seeeeeeeeeeeeees 2.38 3.30 | Branch Body Rectangular for 4 & %” Conduit.. SP-48241 $.25 
. FUDY ss eseveeeeeeeeeeeeeeeeeseeseeeneeeeeces 3.30 4.06 | Cover Metal Flat Closed... 22... ...ececeeeeees SP-48C1 -10 
Guards Cast Aluminum. ....ccccccccccccccccsccccccccecs 2.52 3.15 “ “ “ with 4%" Knockout............ SP-48C6 “10 
Half Shades..... tenet eee e eee ee eeeneeneeeeeeeeeeseeees 1.68 2.45 “ “ “ Pendant Type with % Bushing.. SP-48C8 12 
Receptacle with Gasket..... PETTETETI TTT TTT TTT TT 56 -56 “ “ “ Pendant Type with % Bushing.. SP-48C11 15 
Reflector Holders Cast Aluminum... ..........0000eeeeeee -70 .91 “ “ “ with \y Male or Female Nipple. < SP-48C22 & 23 .30 
6 6666666506665 000006 e RV Ee KRESS S EE EE SHEEsee8 1.05 1.26 “ “ “ with % Male or Female Nipple.. SP-48C24 & 25 “40 
Cover Porcelain with one or two wire Holes....... SP-48C75 & 76 -14 
“ three or four wire Holes. .... SP-48C77 & 78 15 
GS VAPORPROOF FIXTURES 
Crouse-Hinds Cat. 2200 Pave 56 HAIL TY 
Adapti Bulletin 107E Page 19B s at te PE 
Pendant or Bracket Fixture with Recep. Globe and Guard Form 75.... $7.93 G.E., Steel City or Price 
. - ” _ o = = = ™ - S.... OS Description T & B Numbers Each 
Body Octagonal Shape for oe or %* Conduit. SP-14241 3.3 
Cover OS SP-14Cl -10 
c - sas By = 4” th 4 Buski leneoone > SENG 2 
over Meta at Pendant wit ushing. ...... - on 
FITTINGS, THREADLESS la ia i iS nggonnes sP-l4cit 8 
. ’ « « “ with 4% or % Male Nip.......... SP-14C22-24 -30 
sat es “ For all surface Mounted Devices by 14C28 15 
S “ Raised for Sign Receptacles......... SP-14C31-34-35-36 .12 
* - * Rn a all Fluted somees Fabneseten eee —r -35 
ye orcelain with one or DE Ms acu cconces - -15 
STANDARD TYPES “ “ Three or Four holes ........ SP-14C77 & 78 .15 
“Kondu” “Adaptilets” “Appleton” Crouse-Hinds or Similar 
Size— %” %” 1° 1%" 1%" 2° 2%" 3” 3%" 4° 
A Covers Extra $0.46$0.62$0.84$1.50$2.10 $3.70 $8.85$10.55$16.00$18.45 DEEP TYPE 
8B . . 53 .70 95 2.40 3.10 5.05 8.85 11.35 14.50 23.45 Series 34 
= « e 74 94 1.33 2.55 3.65 6.25 12.90 16.05 22.40 27.65 G. Bi. Steel City or Price 
co “ “ 5 1.25 1.50 3.00 4.20 7.35 ... ine Galeh sais Description T&B Numbers Each 
E . 53.67 941.75 245 440 8.85 10.55 16.00 18.45 Body Deep Octagonal Shape 44” & %”........... SP-34461 $.45 
LB-LL-LR 381 98 140 2.75 3.90 6.30 13.15 16.45 24.40 29.00 Cover Metal Blank Flat...............-5. paens -84R1 .14 
LBL-LBR ; BBS 2.GB BOD 00. core coves coves oes ee Cover Metal For Push , ee Serna SP-34R2&3 14 
T&TB All 1 Size 1.05 1.35 1.85 3.60 5.35 7.80 16.45 21.75 30.30 36.90 S Gagle Receptacse ...ccccccccecs SP-34R5 14 
rA . . 1.45 1.80 2.40 0... 200. ceeee « wee o “ Standard Duplex Receptacle. . SP-34R7 -14 
rL-TR 1.06 1.35 3.30 .... .... ..... “ “ For GE 30 Amp. Polarized Plug Recep. SP-34R13 .16 
U-UB 90 1.10 1.60 3.00 4.35 7.00 . « “ GE Tumbler Switches.............. SP-34R14 -14 
X_ All One Size 1.35 1.80 2.45 4.50 6.45 10.50 . . “ Hubbell and H&H Tumbler Switches. SP-34R15 18 
TYPE UCC AND UCB COUPLINGS 
Price 
l nions Thick W alls $0. <. os 85$1.25$1.75 $3.50 $5.25 $7.90$10.55$15.80 SP-1410 Complete Coupling for 4” Conduit. ............508- eeseesoe Gee 
Thin re? 2° PR errr l(t a ea FO ES Le .25 
Conn. Thick “* :} ‘0 MD ELD cece cccce - 
e Thin * ae Se SD cece oe 
UCT Adapter 10 5 .20. - 
FITTINGS, ENTRANCE OR SERVICE 
TYPE FS SERIES 
For Flush Devices “ADAPTI” 
One Gang Two Gan Three Gang Four Gang ° ey” %" ef 1" 
Type \” 4" P ’ \ %” %” Ent. 7 ah Se. Ser. Oe eceeccece ve set +. a 
P 1.05 S eer 1.80 2.05 2.75 .30 = itt. wit OV. Ser. 27UU ........- . . . . 
FSA Pe eee, . eet eer ene ee Angle Ent. Fitt, with Cover Ser. 2700... 150.55 65 «1.20 
FSC 1.30 1.60 $2.05 2.10 2.30 3.10 3.70 Signal Ent. Caps No. 2810-2811........ -75 ;80 “ps5 teste 
FSD naps seca we! oe | Re ney ined 1% 2’ 2% 3 
FSL-FSR 1.30 1.60 ans oS | aes Ent. Ells with Cov. Ser. 1100.......... $1.55 Gee paeua. ~ saee's 
FSLA 1.30 atos ana Fitt. with Cov. Ser. 2700. 1.85 3.00 - 25 $7.65 
FSCT 1.75 2.30 2.75 wins wee wie Angle Ent. Fitt. with Cov. Ser. 2700. . 1.85 3.00 6.30 7.25 
FSX 2.15 3.00 3.45 een eu — Signal Ent. Caps No. 2810-2811........ 0 ..-.. se eee stbed 6éHee 
These prices apply only to the United States 
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Fittings, Threadless 


PL-13 
Fittings, ‘‘Adapti” 



























































FITTINGS, ENTRANCE OR SERVICE—Continued “TAPLETS” 
\" 3 7” 1” 1K" 1” 2” 2%" 3” 
**APPLETON” AR End Fite. with Bushing beets $.40 $. 55 $.70 $. 9031.30$1.70 $2. 30 $5. eo 
” ” - * ngle Pitt. with Covers..... <p ae Ga OG etka s<ue eece ee 
FEB Elb th C s700 & 1008 at wos pat ates i. 4 with Covers. oe ob ae ad err sued ‘aueno tan ae 
ow with Cov. beees : . : t nee k ME died dade Pde tae 
FB Elbow with Cov. i713 to 16........ 35 50 years FF Service Fitt. with Covers.... 40 48 "165 1.00 1.70 2105 6125 7185 
FC End Fitt. with Cov. 1723-33-43... -20 -25 BD oeeee FH Service Fitt. with Covers.... .85 1.05 1.50 1.90 3.05 4.90 11.50 12.65 
AX pasis sat. “ pe ... agers = = ba os SE Service Elbow with Covers... .95 1.10 1.25 1.90 2.50 4.20 8.45 9.80 
MF Reversible Fitt. 3200-3230...... 145 55 ‘75 «1.30 
1K’ ad 2” 3° T&B 
FEB Elbow with Cov. 1700 & 1900..... $1.90 $3.25 $7.50 $9.00 ° ° o > 
Dae ee CONN Ce SPU ORNs desaces: sess s0dd0° - ceees ‘+ -eaees ; % % 1 1% 
FC End Fitt. with Cov. 1728-33-43 inws miele “akeeas - <skebe. | Maen Ent. Cap 1525-32 with Cover.......... $.40 $.50 $.65 $1.00 
AY Angle Fitt. 1950 toi4............. a eee aid) > saan Capped Elbow 1470-84 with Cover...... -50 .60 -70 1.95 
LAY End Fitt. with eS. 1790 to 94. BOE, sckes -daldae. - renee pany me wy hae over oeeeeeees ‘ ‘> 4 abe 
Ngie insuiets -i-2 wit OVOT. w. see . . “VV = tee 
Cable Insulets 2000 with Cover......... uae. ‘aseee’- -60ebs)  aeen 
**BEND HICKS” 1%" 2” 2%" 3” 
14” ” 1” 1%” | Ent. Cap 1525-32 with Cover.......... $1.70 $2.95 $7 .55 $9.25 
Bend Hicks Galvanized... ...........++ $.50 co $.65 81°45 a ead gee pecy oo ee ee Sa use “cksae canned 
u /- - wi OVET..ccccece seees ceses cee 
1%4* 2” 244" 3° | Angle Insulets 1640-1-2 with Cover..... 0 ..6..00 saeee | taeee ee eee 
Bend Hicks Galvanized... ...........-- $2.15 $4.10 $6.60 $8.25 Cable Insulets 2000 —o-,..,.... coece osnee seas ont 
*““CAP-SWIVEL-LET”’ “Vy, vy.” 
- +... Oe se “ry 1" «1K "1K" 2" OK 
9 Boot 14%” 14%" 2” 2% 3” 
cig tt Se Wark BBO vo, 2086....0-. 90.39 98. io * $0.30 $0.55 $0.85 $1.30 | Type 2 Term. Fit. with Cov....$. 60 $.80$1.05$1.6582. 1583.85. 
“BW” Threaded Fitt. 2112-2124. ‘- 45 Type 6 Term. Fitt, with Bush. :70 .90 1.30 1.70% 2.308 5.60 
“FW” Outside Work 1412-1464... ‘Ae 40 50 85 i. 05 i: “80 3100 Breed fore Ee with Cov 0 108 1.40 2.80 4.20 7.00 . 65 5 “3 
“LB” Service Entrance 3110-3130..... 50 .55 «.65 + er FAB. h P qe 4 40 ..45 .60 .95 1.60 2.75 95 
Type “AM” for Nipple 4” 7 vod .$0.20For Nipple 14° Long.. peeve $0.25 FC — E 4 Pe over. -25 40 .45 .85 1.15 2.35 3: 80 8. 35 
Type “BXA” from 1600 to 1613. '20From 1614-1624...........+. 2) ie ~ ng: codes spe eer seen eee 
From 1632-1634... ....+-+-++++eee00+s 35 FL with Cast Cover...... 140 155 1.65 1.15 1.35 2.45 
BM Mee .n 8b 4sdkdcedocace -50 .60 .65 1.75 2.15 4.10 
**CONDULETS’’—Form 6 
4" “" = 14" FITTINGS, “ADAPTI” 
F Type Ent. Fitt. with Pore. Cov....... $.40 $.45 $.60 $.95 , 
LB Type Ent. Fitt. with Metal Cov..... .45 -50 -60 1.15 
F Type Ent. Fitt. with Porc. Cov al an a nd A ROUND “ APTI" BOXES 
LB Type Eat. Fitt. with Metal Cov... 1.40 3.48 .:-.. cece. i. Series 09 . ct Os 40 2s #90 yl _. 
o. 2900 to 29038 .. ac utiet A! rere oegs 
ag trod hy 7 Side ' 40 1.05 $1.80 $2.40 
“ELECTROLETS” “Threadless “ou “4 48.55 
FB Angle Fitt. with Cov. 713-83........ $40 $45 $.50 8.80] NoSo00T saaiT - er erat ee ee ee 
KA End Fitt. with Cov. 1013 to 43..... -15 .20 -25 -35 Threadless “ «@ “ .60 pM, hore oh te Bn ed 
SLB Elbow Fitt. with Cov. 1 to4...... .40 45 .50 -90 | No.3270t03275.. “ “ * “60 67 1.40 “2.25 2.85 
Y Capped Elbow Y1 to 5.............. -40 .50 .60 1.65 No. 32170 to 32176 . . : 58 90 85 1.34 2.20 2.80 
°. to 3305 . . ° z. . 
1%’ 2%” 3” me to 3305T ‘o = 80 os 
2 . readiess . . ees eres setae sees 
KA End Fitt, with cov, 1013todds..0. tices ese cesses, eves | NO-SSZOtqgg75 “ % S170 8g 105 “0 “RFD S05 
SLB Elbow Fitt. with Cov. 1to4....0. 0 cess) lees eeee tees Nessus fe lUe!lCUm ge Le se om 
ED OE PE cccdcitccccene sscas  susae 8 ‘eeene Saban No. 3800 to3805.. “ “ “ “53 “60 "80 1:40 2.25 3.30 
masa? : > Be 1S be RS Ee 
°. to ‘% = < \ . d . a 
*“*GENERAL ELECTRIC” 
Bat. Cape S 1525 to 1534 $945 $455 $70 $405 
nt. Caps Series to 4 ° ° ° 
Capped Elbow Series 1470 “ee 1472 45 80 00 “sae PARTS For Above Boxes 
Cappe ow Series 1480 to ° . . . i ' ipti ° ° ° 
Insulets Series 1610 to 1612 -20 25 an sakes Pn yin B — a Fm a 
Insulets Angle Series 1640 to 1642 .30 :40 a wee £00 201-503 eee my ‘7 mS 
Entrance Ells 1490 to 1495 =. 40 145 .55 1.00 | Sora eg ae Expd. 36 36 2 
With Covers 1%" 2” 2%’ 3” oo, eas ties with Tapped Boss ‘= = ~ 
Ent. Caps Series 1525 to 1532 $1.60 $2.75 $8.90 $10.90 | 520 to 522 “ ‘27 "27 “52 
Capped Elbow Series 1470 to 1472 ..... tee eee we we 30 to 35 Metal Side Plates 14 .14 .20 
Capped Elbow Series 1480 to 1484 «2.250 ee tee ww ee 40 to 42 Insulated Side Plates .16 .16 .33 
Insulets Series BEOD CR BSED sccce = eevee 8 = cweee0—t—ti‘é ww 50 to 54 Armd. Flex, Side Plates .83 .40 .53 
Insulets Angle Series 1640 to 1642 ..... causes snnene nnn 60 to 65 Angle Outlet .16 .22 .42 
Entrance Ells 1490 t0 1495 )=—s-11.55 3.00 8.35 10.50 | 70 to 75 Elbow Outlet .22 .29 .50 
90 to 93 Connecting Outlet » Weer .33 
EE-VEE He & = Straight for no pany ase = . 2 
GEE- to : . -42 
- ° 120 to 125 = “No.502 “ -46 .53 - 66 
% 4 od 134” | 130 to 135 «“  “ No.503 “ 1.05 1.32 1.60 
Ei Servige Cap Series ones. Sie pesceses ee *.@ .- 0.7% 61.08 po tons T = a = oot —_— © ee °.= 3.45 
oe “NOOO... eee : . : . readless Outlet . : tee 
F Pipe = . p= hg + osevecs 40 = 4 310 & 311 - ” -33 .40 
_ = ba & 2100....... 7: ; ‘ 
FB Universal “  3000...........00. 1 = | 1.65 2.75 Series No. Description 1K" 1’ 9° 
Weathercap SF BUBB. cc cccccces P . Beer eee j 1 
Service Elbow “ 19000..........--- 45 50 66 iio | BBB 802 S08 Pace Caly 0 2 ae See 
Endo Terminal Series 90000............ "15 "20 125 «1.05 | So1A Seco Canensie’ to Buod. » pees — 
Endo with Male Thread Series 70000. . -25 .35 -50 «+++ | 0500 - Wea seeeeeee ~ ——~=CsCSM ee eek or 
Endo for Armored Cable 31143....... ie ae beeen 8 S6uee | dae 510 to 512 Base 80 1.60 1.60 
ae + pv wennd 1 <A ng anand tekees MeO 2s Te aa 520 to 522 “ : 52 1.08 1.08 
‘Series 30000, Nos, 14 and 12 wire, $.15; No.10 wire, $.30; No.6 wire, 3.45 rr te 32 eee... “33 “8 + 
SEG Service Elbow Series. .400-%4 x34 x4", $.70;1x1z}4” $1. 15; 134x14246"1.75 | 50 to 54 Armd. Flex. Side Plates yes Se Rees 
° o 60 to 65 Angle Outlet 48 -92 1.05 
134" 2" 2% 3 70 to 75 Elbow Outlet 55 1.00 1.12 
F Service Cap Series 6000 * 4 a a a AA nee ey ag ea sean .40 46 
“ . ‘ J i traight for Pe... . weenie o.estes ese 
F Pipe e « 1.2 75 3.00 4.15 te to ey a ™ a po z ‘$ “oa Pe 
B *« . © . Sore: are to “ No. ° . 
FB Universal “ 3.75 5.40 9.50 12.70 | 130 to 135 ° “ No. 503 “ 1.85 2.10 2.40 
Weathercap PG ndoedéibéenne canal v' seieh sovesi @ débea 140 to 145 = “ No.504 “ 3.85 4.25 4.65 
Service Elbow “ 2.75 | ie? Goan & 301 ase = =&=— ces wees 
Endo Terminal “ 1.40 2.40 4.55 7.40 | 310 & 311 ” ha ene ee ‘\eiveies 
These prices apply only to the United States 
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PL-14 
Fittings ‘‘Adapti"’ 





COVERS For Round Adapti Boxes 









Numbers Description Price 
1 i CO PG CNUURs 6006 sicc cen sceunssences $.18 
my Metal For Devices........ .30 
3 Porcelain One Hole Cover. .30 
a. Ns 0606 600bn6eestenbeeevnnseus -22 
5a6 Porcelain with Male or Female Nipple. .37 
7 & 8 “ “ “ “ “ “ . .52 
9&10 Malleable with 4 Male or Female Nipple. etange .30 
11 &12 _ ys - » - Y eaechaee6s6 eens .37 

NOTE: For“‘Adapti’’ Entrance Fittings See Page PL-13. 
GROUNDING FITTINGS & DEVICES 
**GROUNDULET”, ETC. 

Appleton, Crouse Hinds—& Similar 
Type GCA 
Price 
Fitting No. GCA- rier For 6” Conduit Without Soldering Lug bcabeens $ 70 
— ~~ .. *—eeseees ° 
Type GCD 
With Angle Adjustment 
44” One Strap %”Two Straps 1” Three Straps 
GCD-12 Fitting withoutLug $ .80 .cces  —— wove 
GCD-172-22-32 with - .85 $1.55 $2.50 
Type GCE 
With Threaded Plug Terminal 
GCE-142 For 44° Conduit & %" Water Pipe without Lug .......... 3 .80 
GCE-242 “ : > Gi Mis coccsocnsees -90 
GCE-342 “ , = ” » > GERBER: seisavcccves 1.05 
CONDUIT END TERMINAL Without Bolt or 
Soldering Lugs 
Ce Be BE Gin ec 0 60 000s cb nereeh sce eeseesenseeseneeseses $0.40 
GCE2 ‘* %" FS pp vabaeehaneedbecdsccteshevessegsaeadenl .55 
A + ‘th phidetihthemasnhanmnnesessbeeerans: sake -70 





ypeGC 
For Open Ground Wire 
GC 91 Cast Brass with No. 4 Lug and One Strap—% to 1 ” Water Pipe $ .70 
GC-92 Cast Brass with No. 4 Lug & One Strap 6 te Pz Water Pipe. 7 











GC-922 00 Lug & Two Straps * 1.45 
i 
WATER METER SHUNTS 
GCl1g9l1 Water Meter Shunt For 44 tol” Water Pipe ss chk tae Siem 0s emiiiniae $1.75 
GC192 a. |.  eunentacenaheauan .80 
GC BRASS BUSHINGS For Groundulet Fittings, 

Size \%" ™%" 1” 134" 1%" ” 2%" 3” 
Without Screw or Lug. $.10 $.13 $.20 $.24 $.31 $.46 $ .84 $1.10 
With Screw & Lug.... 20.24 18 «1.820 «4.40 )«.61)S1.00 1.25 

G. E. & T. & B. 
GROUND FITTINGS 

G. E. T. & B. Description Price 
§P-800-05 3670-80 %” Body Saws +e WR on tccnnnédncqnnsacedacense $0.90 
SP-810-15 3671-81 %” SS _ RS FR arr 1.60 
SP-820-25 3672-82 1” “ . 2. | _ A  eea eRRCaGEeS. 2.50 

GROUNDING WEDGES 
SP-900 to 3650to 4%” %” 171%" 1%" 2” 2%" 3” 3%" 4” 
911 3659 15c 20c 24c 26c 30c 45c¢ ec $1.10 $2.00 $2.25 

GROUNDING JUMPERS 
Se Qs DON. 00.0000 bd Wbbnnn<osceocescsccccotuawsd $0.45 
SP-601 12” ° ~ ots dentipaeenwe tees seenecnentawhkenes .55 


FITTINGS OR BOX CONNECTORS, ARMORED CABLE 


For BX or Armored Cable Size of Price 
escription K. O. Each 
Standard Squeeze Connector 36-54... ....ccccccscccccscceces 4 $ .06 
Set Screw Connector 44-%@..........cceccccecceess ” .06 

e Se GET cs ocikccecccvesscecescedes .06 

= ee SET II, 6: 0.0.00. bscncnesenessecseee ad .18 

+e -18 

STRAIGHT ad -18 
Squeeze x’ .30 

BOX or 1 50 

Tangent 1K" -65 

CONNECTORS Type 1%’ .85 

2 1.25 

P -35 

90 DEGREE Squeeze ad 40 
ANGLE BOX or - -75 
CONNECTOR Tangent 1 1.00 

ype 1” 1.25 








Lamp Guards 
FITTINGS OR BOX CONNECTORS, ARMORED 
CABLE—Continued 
vA 5 
45 DEGREE Squeeze ; x ‘3 
ANGLE BOX or wi -85 
CONNECTOR Tangent 1 1.00 
Type 1K" 1.25 
secbsecastesehseesneyneseeosuawntes eters Samiene teins wteeace i 
ADAPTOR +e -40 
FOR CONVERTING 1 . 65 
ANY Saeaeree 1K" -80 
oA 1%" 1.10 
PAD EL x 1.65 
CONNECTOR 2%" 2.20 
sucee onecnttiptgen esteem poeynne rece 

COUPLINGS : hex “40 
FLEXIBLE “ 8 . “80 
STEEL afl = -75 
CONDUIT “ 1% sad 1.00 
To ad 1.25 
gi - 1.60 
. Tey Sor enmneatig: 
COUPLINGS FOR ™ 4” _ .50 
RIGID e. sed -60 
TO o-.~e - 80 
FLEXIBLE ei °* 1.00 
CONDUIT alt od ” 1.50 
MANE III, « cnciccarscccsecosagcaccenadccuneaas — 02 

FITTINGS FOR “SOVALFLEX”’ ARMORED CABLE 
Number Description Price 
2150-57 -60-61 Straps—Fasteners & Bushings... .........cceeeee $.02 
2159 tes ST HNN a 5 our ccasccdbenecatencun -03 
2176- fra Set Screw SN 6 6b cwcevecccecccsvecevsyses 15 
2179-2181 cial NE PORE -10 
2155-2156 BPONISD OR CURRNGIER 6 5 ches ncccvecccccccces .31 
412-413 Connector for Ovalfiex to Metal Molding.......... -35 
9050-S EUS GNIS occcccesncesceneceesse eccccee 0D 





COMMERCIAL GLASSWARE 








Standard 

Fitters NOT INCLUDED Plain White Only 

Diameter or Widt Depth or Length Size 
Fitter Price 
6” Diameter 5% Inches to 6 Inches 3" $ 1.00 
Diameter 5% “ 6% ™ 4” 1.25 
- 5% o “ 7% ? 4” 1.35 
10° 9 6 a - HS, - 4” 1.75 
_ ” 6% . > a - 4” or 6” 3.25 
14” rs 7% = “10% e 6” 4.50 
16” . 85% $a “11% 1 6” 5.25 
18” - 9 = *12 be 6” 8.25 
20” - 10 “10% 8” 15.00 

Modernistic Glassware 

Fitters NOT INCLUDED Piain White Only 
8” Diameter 6% re 4” $ 1.40 
9” « 7% fie PO Ah og 4” 1:75 
10” sas 8 SE ERE 4” 2.50 
12” “ 8 «9  sseeuines sOnES 6” 3.75 
14” e 9% & ll Ee Ee 6” 5.25 
16” ° eae eee.) se eencennenses 6” 6.75 
Ball Globes Opal or C. R. I. 
6” Diameter ° Inches Deep. ..3" $ 0.60 
7° ee? ibd vee ee 3%” . 80 
8” s 8 - ST  peeudeuteeséal 3%" &4” 1.20 
10” ’ 10 - + ~“éeigeeeuniinn 4” -5" -6” 2.20 
12” e 12 - © cb wane ee 5” -6” -7"-8” 3.50 
14” - 14 a wid theeedead 6” -7"-8” 5.25 
16” . 16 - cesedenvaudened 6” -7” -8”-9” 7.50 


Miscellaneous Glassware 


Half Shades 434” Diam. 6” 
Mission Bell Shades ‘° . 44” 
4” 

« = — 7° « 5” 

_ —_ a 8° — §° 








LAMP GUARDS 








Loxon 
1 Key with each dozen Guards—Extra Keys 10c each 


Lamp Size Fits Socket McGill Loxon Nos. Price Each 
15-25-40 Watt Brass or W. P. 1420-1420A-1420B $0.60 
50-60 Watt Brass or W. P. 1425-1427A-1427B .60 
100 Watt Brass or W. P. 1426-1428A-1428B .60 
150 Watt Brass 2443 .80 
200 Watt Brass or W. P. 2444-2446A-2446B -85 
200 Old Style Brass 2447 .95 
200 Old Style Weatherproof 2447 A-2447B 1.00 


These prices apply only to the United States 


Electrical Contracting, August, 1931 
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Lamp Guards Molding 
Hubbell 
Non-Locking Type LOOM & L-SUNDRIES 
15- 
Watt 75 Watt 
YS a “te = LOOM, NON-METALLIC CONDUIT | 
Closed Bottom Top & Collar for Brass Socket...... 5573 $0.50 5578 $0.50 ye i 1° 
Open Bottom with Collar for Brass Socket......... .3d one Price per Foo b caine 6D eReS 8.05% $.03% $.09 $.12 §. i $.i7 $.28% 
Gone Bottom No Top or Collar for Brass Socket..... 5691 .30 5692 .35 Clips +4 2c Each or 3 Ne 5c 
Ypenfor Weatherproof Socket... ...........0000- 5693 .30 5694 .35 
Closed Bottom Top & Collar with Reflector........ ao BE Eee 
— Bottom No Top or Collar Mill Type.........6995-6 .35 ° SOLDERING LUGS—One Hole 
H ANGERS Sherman-Trumbull or similar 
For Wire Size Wire Price For Wire Size Wire Price 
ize Amps. Hole Each Size mps. Hole Each 
FOR a = No, 10 Under... 3s % $ 4 0900. i: 338 we $0 a 
OS eS eee ee ees. : . . 2e 4 
Hange Porcelain Bushin . eee 50 %" ot 400 M.C. M 325 f 
Migs. Conduit Lead Covered Mf, or RC , See 70 “ 05 450M.C.M.. 362 " $8 
No. Size able Size Jap Fin “Gly. Fin. No, Cable Price en 90 " -06 500 M.C.M.. 400 1g! 66 
0 i Se 3.06 $.08 1 8-2-0 . Ou cscccsses 125 is 08 600 M.C.M.. 450 1 -70 
1 -% No. 1to4/0 o 7 2 3-0-4-0 “10 . See 150 2 .10 800 M. C. M 550 1 , 85 
2 i 4/0 to 300 M -10 aT 3 250M-450M ef GBD. ccccceee 175 » -16 - aoe c.M 650 1%” 1.00 
to ° ell - -13 ‘or 2-Hole Lugs 
: 1 +1 AF eae “a8 ae : Tee aneeea x With Regular Stud Holes Add 50% To Above Prices. 
6 2% 2000 M 15 -16 oeesdseesce eoee 
LINKS—For Chain Price 
T& ~ SS ae ce —_ See. Sepeiotiog Splicing Links—Any Make—Each Reve cscs beessoornte an di $14 
or n Wa nduit Price Each SPE A A. Be ee eee 5 
Type A Clamp Including Bolts Fits Flange 2% to 7%"..........+.. py Luminous Acorne—See Page PL-4 and Page PL-18. 
Type B& C Clamp Including Bolts Fits Pisase UG sable tacasecce -70 
GT I 66 6:0 4.05.54.50 5h00es ahs kes oc40en CRANE ASENeNCeARetcake -10 
For Complete Hanger Add Supports Below to Above Prices. MAIL BOXES 
Supports for above Hangers 
\’” ” 1° 1" 1” 2” He —_— 
For One Conduit Steel $.12 $.15 $.25 $.30 $.35 $.50 $ $.75 COUCH 
a Pd ya = 4 — — or : reer ’ - : - eae awe, ae No. 73 Tilting Mail Boxes Post Office approved per Receptacle....... + +-83.30 





HANGERS & PERFORATED BAR 
Grabler and Paine 
Perforated or Extension Bar 




















For 4 to 136 Conduit Per Foot pSedeescccccessecssceseoce eovcccece 
——.  - — © VSeeebbccecesseencesesée ieakabecses: Cae 
“ 3% to6” pl Ne Fw ewebelns0eteshseesasies siceeudise hoe 
Paine Adjustable Pipe Hangers 
4%” 1” 1" 1%’ 9° 2%" 3” 3h’ 
Hanger Ring, Perforated 
Hanger a and eee | Head 
Los Eatee-. es --$.10 $.10 $.15 $.15 $.20 $.20 $.25 $.25 
Grabler Hangers 
No. ’ 4" Fa nd 1%" 
Hinge Hanger with Extn. Bar& LagScrew $.18 18 $.20 §$.22 
5 Band Hanger Extn. Bar and Lag Screw... .10 “10 +15 15 
13 Hinge Hanger, Socket and Beam Clamp .34 134 37 .38 
200 Band Hanger Only -10 .10 .12 .13 
No. 1%" a 2” 3” 
1 Hinge Hanger with Extn. Bar & LagScrew $.25 $.27 $.30 $.34 
5 Band Hanger Extn. Bar and Beam Clamp -20 .30 .30 .35 
13 Hinge Hanger, Socket and Beam Clamp .40 .47 .48 .50 
200 Band Hanger Only 14 .16 .18 .20 
~-\getpenee > wd HOLDERS 
Ho Uno with Screws. . .10 ow ;P. with Screws. * . -$0.20 
2%" “ Soring..... a 3if ° . 85 
Form H with Screws. .30 4” . .60 
sd “ Spring. . .385 2" Cem Collar. .10 
3%" . “ Screws oo -80 33¢° . e's .30 
4” " Ly T ccaweenp es -40 4” . me -45 
4” ° S O  ehetens 6-4 .50 
KNOBS Price Each 
With With Without 
Type Screw Nail Trews 
DEO, 2 BRE Is cc cc cccewesencoccaccccccccegs.. <E  aeeae< 
Bt En EE SEED 9.5 0.0n b0cecensseseesaes Cie. <edsns $.02 
5% | powell aagee FES Fy ee pee [. ere .02% 
red DE." - aehece occ ccsecvecescoease  . aeesen. angen 
rir Knobs ia . Pee .04 
No is tans es ecdedegenden sn0808 eeenue 05 
9420 Split 3x36 SaGGR Gece énesaveneasaneess séeces: . ehebes 12 
EC At docabindcc$eebaseesevess§  eeeees .10 
6061 Solid eleph. : Gngre. entteededseneh)  Sienme.” ebmerne -05 
2 A OSE ee he .07 
TUBES 
3° & Length 
Diam. under - ¢ rT rw Ww we 
%" = Price Egch $.01 sor 8.02 8.00% 9.08 8.17 8.35 8.92 8.40 
» o - 01% 03% -35 = .43 
» pad pa .04 d “08 :07 ‘3 2 ‘30 188.47 
we * as -07 -08 (09:11 115 .25 .84 .43 .52 
° pss sas .10 .12 13 15 -18 .29 .39 .49 .59 
CLEATS 
2 & 3 Wire 


Standard No. 334 2 & 3 Wire Unglazed Cleats without Screws Per Pair $.04 
*. . . . « Glazed « + . “ “e .06 


ONE WIRE CLEATS 
B & D Type—2 Piece Porcelain 


- ge ee 





No. “ Length Width For Size Wire Price Each 
1A 1y ws, B46 006. cccdcccccccces WITTiTTTTT ter 
14A is © y Bi cccecccsuccecsctcscoces seccces -06 
2A 2 Ly’ © © O nccecncesseoveesesebe eccecee 08 
2A 2114 14 DG. 05s ceases vousesoesden evccces -10 
3A 3 1 GED © FIP BD Be oc cccccccccceccscce 12 
3B 3 1 GED FRB CMB. ccccccccccccccacece 13 
a8 s 3% 18 DO Ge. Gi cccsivcccesvcececss MN 

o Ys 3% 1 °0Ulc( (<‘éiésKdhat! O 7}OOOOOVOOOOOOO™ 18 
4B % 5 1% © Ree Gnne v eccevesessenss 25 








“TILTING” Speaking Tube Type’ 
Series 7303 to 7309 and 73010 to 73012 


No. of Boxes 3 4 5 6 7 8 9 10 11 12 
Price ea. 12.90 17.20 21.50 25.75 30.00 34.35 38.60 43.00 47.20 51.50 





SINGLE GANG Non-Tilting 
No. 78 or 780 with call button or speaking tube unit.......... Price each $3.15 


MOLDING, NATIONAL 

















MOLDING Price 
022 One Piece Metal Molding for Two Wires * Wide—Per Foot. $.10 
044 wo to Four -12 
222 Two “ - = ** Two Wires s4° ” =~ -ll 
333 ae “ ita “ “ Two to Four 1” ‘ ae “ é 12 

FITTINGS 
Number Description Price Number Description Price 
200-201 Bushing........... $ .02 369X Open Work Coup...$ .40 
223 CED. cccvccecsccce .04 370 Blank Cover....... -25 
232 Coupling.........- 06 371-2-3. Porcelain Cover.... .25 
234 a eeeccccccocce 45 376 Cornet BeSes. c00e. -45 
a ee ere 23 377 Adaptor........... -10 
236 oo ‘Des. Elbow ——— 20 392 Snap Switch....... 
oa. coed ere 20 397 Key Socket 2)” 
238-9 $ TF conse 20 ERR -75 
278 Adaptor bbivcwoes+< 05 400 Base For Socket.... .70 
300 6 ebbeckeucese .06 400X 3” Recep. Base..... .70 
303 D  eteeqeacene .04 401 Box Connector..... .22 
315 Connector......... .40 406 Combination Fitting .25 
316 90 Deg. Coupling... 407 Utility Box........ .35 
317 90 Connector. .30 412 Connector......... -24 
319-20 Take-Off Tee...... 22 413 ~  "ghekesaee -26 
321A-B Rawl Plug......... .06 414-S oan eiws .24 
323 a eee 05 419A-B-C Toggle Bolt.. .10 
331 fire —_—- os ae 420A-B-C Spring Toggle le Boit.. .09 
334 Cross. ° 421 Lead -10 
335 BOReersdenecsovcss .22 425A Foldin Strap. ee .02 
336 +4 ‘Des. ng” Ln oee 15 426 Susp. Strap 2 Line... .06 
337 Ext. Elbow. .15 427 nes vs ws ae 
337B for Elbow..... 15 428A Folding Strap...... .04 
338 Cap for Int. Elbow. .15 430 Fixture Rosette.... .65 
338B Cap for Int. —. 15 434 Single Strap....... -06 
339X 234 Comb. — .17 435 Double Strap...... .08 
340X Terminal Block. .30 436 oon SSO .06 
341 unction ih «sens .45 437 g. Elbow..... .20 
342 ” 10 Amp. Box.... .45 438 + ng Flush Box. » 
343 2%” 5 Amp. Box... .45 439 *” Surface Box... .70 
344 Base Coupling. .... .08 439X One Gang Box..... .62 
344X Coupling........++ .04 439D 7 ” oe eee .70 
345 Single Strap....... .06 439S Sgle. Surface Box... .75 
348 Cord Rosette...... .38 440 Two Gang Surface 
348X 3” Cord Rosette.... .38 Box soos Se 
354 Double Strap...... .04 440D Two Gang Box ones « :. 10 
355 Ground Clamp..... .12 es Ce antes 
356-7 pe Recep..... -60 Single Plates 44748. * 
356X ecep. Base..... .80 Pec scces 15 
360 Conven. Outlet..... .80 Two Gang Piates 
360X 3” Plug Recep.660W .95 452-62-92..... 
363 414" Split Base..... .35 Three Gang Plates 
363A-B 4 over Closed.. .30 53-63-93 . . ’ 
365 4” * Canopy Base.. .60 441 Single Adaptor.. .65 
365A 4 & 442 Two Gang ‘Adaptor. 1.15 

Mi chieevbine .65 500 ns 560000406 .04 

365X 4” foal Plate.. 15 2155-6 90 Deg. paey.. .35 
366 6” Canopy Base.. .85 2180 Straight Box “ 24 

OVALDUCT 
BOD 0 dik o sve iccdcuccensnsondass buddeebebeen es steeessescces Per Foot$.17 


These prices apply only to the United States 
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If the testimony of the builders of 
great buildings is a proof of higher 
worth, @ Panelboards can lay 
claim to fame on this point also. 
Yet, in service, & Panelboards are 
as economical, as steadfast in daily 
performance without maintenance, 
as much a “Sign of a Better Job” in 
small buildings as in the largest. 


An always ready cooperation on panel- 
boards and switchboards awaits 
your call in every district office. 


Arank Adam 


ELECTRIC COMPANY 


ST. LOUIS 






Big jobs 


Atlanta, Ga. 

L.A. Crow 

64 Cone St., N. W. 
Baltimore, Md. 


is ann Mfg. Co. 


2 S. Hanover St. 
Boston, Mass. 
J.J. Cassidy. 
231 Congress St. 


Buffalo, N. Y. 
Ralph E . Jones, 
1890 Hertel Ave 

Chicago, Il. 


Major Equipment Co., 


Inc. 
4603 Fullerton Ave. 
Cincinnati, Ohio 
E.F. Schurig, 
105 E. Pearl 
Cleveland, Ohio 


Dallas, Texas 
R. S. Wakefield, 
1814 Allen Bidg. 
Detroit, Mich. 
H.H. Norton, 
2683 Wabash Ave. 
Kansas City, Mo. 
Robert Baker, 
19 E. 14th St. 
Los Angeles, Calif. 


E. Zinsmeyer 
1127 S. Wall St. 


in every town! 
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Memphis, Tena. 
. B. Rutledge, 
203 Monroe Ave. 


Minneapolis. Minn 
Leo. H. Cooper 
422 Builders’ PEs. Bldg. 


San Francisco, Calif. 
Lee Van Atta, 
340 Fremont St. 
Seattle, Wash. 
Electric ee 


Sales Com 
teow Petoone. La. S086 Pizet Aive., "8. 
eller, Tulsa, one. 


203 N ooaae Bid 
Magazine& Natchez Sts. 


ae Ly 


P. E. Ebersole, 
214 S. Victor St. 
Toronto, Can. 
Amalgamated Elec. 
49" w Sth St. Co., Ltd. 
New York City Gen. Sales Office, 


Omaha, Nebr. 578 Pape Ave. 
Vancouver, Can. 


B. J. Fleming, 
; Amalgamated Elec. 
213 S. 12th St. Con Ltd. 
Orlando, Florida Granville Island 
W. Knoeppel, Winnipeg, Man., Can. 


F. 
610 Richmond Ave. 


Philadelphia, Pa. 
W.A.MacAvoy, Jr. 
244 North 10th Si. 


Pittsburgh, Pa. 
W.A. _— Jr. 


te mated Elec 


677 Notre Dame Ave. 
Calgary, Alberta 
Aqqategngent Elec. 


o., le 
1301 11th Ave., East 


Dist. Hamilton, Ont. 
R. E. +.£8 Amalgamated Elec. 
Res. Mgr. Ltd 


Co., . 
18 Mary St. 
Montreal, Caa. 
St. tas Mo. Amalgamated Elec. 
O. H. Rottman Co., Ltd. 
1006 Mountain St. 


4 1004, 427 Fourth 


3650 Windsor Place 
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GE White 
Rigid Conduit x 


not only Glyptal Coated 
but also Hot Dipped Galvanized 
and Easy-Bnaing. .22222-- 
and Quich-Threading rae 
and PCYINANCNE 124111422 
and Economical _.22222-- 


R all rigid conduit jobs, use the famous 

G-E White rigid conduit. It not only is 
doubly protected from attack both by hot- 
dipped galvanizing and a Glyptal coating, but 
also has the unique advantage of being easier 
to install because it is made of a special alloy 
steel that makes bending easier. 


The Glyptal is put on, both outside and in, 


by dipping the conduit, and it is then baked 
on at a high temperature. This tough coating 
gives G-E White rigid conduit extra protection 
against rust and corrosion, adding to its al- 
ready well-known durability and long life. 


The coating of Glyptal makes G-E White 
rigid conduit an even better conduit at no 
increase in price to you. Use it on every job. 


*both outside and in 


GENERAL @ ELECTRIC 


RIGID CONDUIT 


MERCHANDISE DEPARTMENT, GENERAL ELECTRIC COMPANY. BRIDGEPORT, CONNECTICUT 
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Molding _ Plugs, Appliance 
OVALDUCT FITTINGS a 
te. oe Sues Bask N-SUNDRIES 
 - Extension box cover for 4” outlet boxes..... cocccccsccccccs Ooh 
atts pes Canggeter Sn 1d" lone- oneeseeeseeue sensece.c tS PIPE NIPPLES 
} + wed ype Coupling a S6evececceesccenceceese se -15 
134 oe Dagzgee Internal Elbow. Vénhebuenedsatadeneeniae Te “nM? a os 2 iPplee Gal Kr 3 
2135 A ee Poosase eo -26 Size Conduit Cond. Cond. Cond. Con. Cone. Cond. Cond, Cond. 
4 One plage OB Soares GROPa cccceves Soecccececcoce peovecsce” San $0.07 $0.08 $0.12 $0.16 $0.20 $0.24 
z Se SE récncices ened veneeedeebesbhaeenes .30 tne — 
2159 inn hie dakenen ed éxeeeedn nh eKeeeae .03 ghee Conteh ae Short een ere _ r Galv. 
2161 PN IE vdkki nach ae ne snceeenesecedesdekeoul kite .02 2" “ - pases ° 8 i2 2 $0.1 — PS tra 
2181 Connector Ovalduct to es Sasehout 906000 0000 560 60 ben 06 .10 24" 4%" «oie? - $0.3 21 i $0.3 ae eas) cee 
2662 Outlet Box 4x %. . sabecccosoccceseeseseceses . ame 3” ‘ae * | oa ~ . $0.35 “ae 
2663 OM NATE PIN sc. 0c'0000se ceaceseddecessesns .20 3” oa «© | oe ee: ee oe . $0.70 
peony Outlet Bex $2 Ee PEE. va cs 00 enon eens SOuene ee = 3%" “5%" * ct ae cee a ? 
bre - . 7 1s en with Fixture UE, cdvs cbecndunneutna’ -26 en Conduit $0.10 Long Nipples—Black or Galv. 
= ectional Switc lit, «> = aaa ecercececces f ——— he p “a |r 
4172-S1 Spacer for above box................... 2s scence a cleaad it ee -14 $0.14 $0.20 $0.24 $0.30 $0.38 9... 
© veesakeeeenuve a . ‘= . .40 -55 1.05 1.25 
© seepeseusageds . oll “a od .45 -60 1.12 1.40 
MOLDING, WIREMOLD SNOM cnctannculin "22 125 «133 140 «(150 167 «1.22 1.55 
it | “ee¢deeeadonine .24 -27 .37 -40 . 56 -75 1.35 1.65 
Ht  . pechabenaewrwe’ .30 = .45 .58 .70 -95 1.45 1.80 
D. ceenaseukduana .30 .38 .48 .6 75 . . 55 : 
. MOLDING 3 4 61 > 1.00 1.55 1.95 
No. 500 2-Wire, price per ft. ........ ses esccereeesccccceenessenees $.10 CHASE NIPPLES & COUPLINGS 
~ > AA tees Si et ag TTT TNMMH MORO ee ee eeeeeseeeeseneeenens oan Siz yy" %”" 4” + td 1” 14" ’ . 2%’ 3° 
—————- —=—lC( CO «6m rk ene ence beens eeesceneenese eses -23 Chase Nipples. -each $. 10 $. 10 4 10 $. 14 - ‘35 3 “38 8 8. 32 $s. 50 s. #0 os. -10 
Couplings a i i Ce waee ceee, cdk Gen 
FITTINGS FOR No. 500 FITTINGS FOR No. 700 For Erickson Couplings, see Page PL-S. 
7 _—- ) 4 Wire—Continucd CHASE MALE REDUCERS AND FEMALE ENLARGERS 
umber _ Description Price | Number Description Price 
502 Bushing. ec ecceseceece -04 | 5739 6%" Fisture Boz...... $0.95 ‘ & 2 or Similar 
504 Supporting Strap...... -0415730A 63%" Extension * ..... “95 4 to * Reducer, each. bg to we Enlargers, each... .$.20 
506 Connecting Cover..... -O4 | 5744 Single Deep Box Pe he i FR Mk? see Bee $33 ye Dene ee 
511-12 45 & 90 Deg. Elbows... 22 5744-2 2 Gane a Sy Ph Rp 1.20 1K e 1 - steak .45 1 “1K! . ad eece .35 
bor | 4 copehesetece ‘= 5745 Combination °*. “70 1% * 1%’ _ a 
710 ros AIM. wc eeeeseee . S747 
517 Internal Elbow........ 24 | sray-8 1 he Box. oe + 4:28 NAILS—Insulated 
518 External * ...ccece -22 | 5747-3 3 « - 1.15 | Millonite Insulated Nails, per dozen Kbkb beh ba ctieb bbs tant bncebekesnsaee $.05 
519 ee). Tee -38 | 5748 Single Surface * 2 1 re «= S tseewcentcccevensesesesenseeeeseess -05 
521 : ge Rosette....... -36 | 5748-2 2 Gang * « ~""" 4°15 | Staples Insulated, 5p REELED LIAL TNO LES LLE NN ALES .05 
= 4, * Fixture aegtn.. . a 5748-3 3 “ . 1.20 
4 ° eee, Ol : © Seon Bs 
525 Receptacle Base... . 80 | 3740" Switch & Recep.* 12.1 1,00 PLUGS, ATTACHMENT 
526 = Keyless Rece , see -95 15750 Push Switch Box...... 1.05 
527 Attachment Plug...... 1.00] 5751 Single Adp. Plate...... .70 ATTACHMENT PLUGS COMPLETE 
oan 23 2'4&3 + om eee — 5752 2 Gang - 1.25 Price 
88 Operwork Coupling.... .36 | a7= 7 . ee oo p 
600 Moulding Connector... 108 | 9733 Blank Extension wwe Ta, ematamtpteneenbepmennt-c-aennnascentt ella: 
5780 ase Nipple. ........ .30 *P. Genuine “Bakelite”. ..........00005 $60500d606050006660600 15 
FITTINGS FOR No. 700 5781KA 4&% Box pa ee -35 Polarized ENR, TOERs. 0 0 66-00 6:0:6000800560000006508640680 -25 
4 Wire 5782&A sae Pipe Coupling... .36 Large Size Double T I iodine iiiG ded bara cannak wubeheee .60 
5701 ren Papas ips Gaye $0.04 | 5783 Ibow Box Conn. -36 © PROPOR... oc cccnccccsccecccccccsccesces -50 
ping n= 7 “ 
702 DUOMIRG. ccccccesesces 04 | 5784 s Pipe Coupl.. .36 Weatherproof One Piece Comp........sceeeccceccecceecceeceeeces .50 
5703 NE a ntnieneine Weiadt .06 | 5785 Comb. Connector...... -28 Benjamia S008 Swivel Plug ... oc. cccccccccsccccscccccccccccseccce 20 
704 1 & 2 Hole Strap...... .06 | 5786 Adj. Offset Conn...... -40 | Pony Body Only.$0.10 Standard Body.. $0.15 Large Body..... $0.35 
706 Connection Cover..... .04 | 5788 Openwork Connector... .45 
5707 Multiple Strap wept ‘ 10 10 AMP.—CAPS ONLY—For Attachment Plugs 
08 ture Hook......... -22 “ 

5709 | Sy | a....... ‘i2| FITTINGS FOR No. 1000 “Seana og Congecsicn incdé 406Gb bntncdchsedaseedshessauetebake 00.10 
B711-12 Elbows45 & 90 Deg... 122 MASTER SIZE tp Fag ethene be a oc eer epee 
5 CBecccccccosccsesece e " 
717 Internal Bibow........ '25| 1001 — Coupling...........4. en.90 | [eter Sine Gee Comogeise.-« -++--s000 va en iatiecemereete 2 
717 Mihew Pull Bes....... "50 | 1002 DAME «6ou.ccavend “04 H ae S dey |g ect MPYTTTITITITI TTT TTT TTT Ter - 
5718 External Elbow....... 22 | 1003 BP. scvcscvccecvevee a © Pee eee ice seen cate nceeee ae “30 
5719 Corner Box........+4. -45/1005 One Hole Strap. ...... .08 — Covered Ca Sip ae bE I RCI aa “30 
5720 Narrow Fitting........ .55 | 1008 Hanger Assembly...... 90 . Brass “ i aa asec eae Sep ae ab : “50 
5720A Show Case Outlet..... -.45|1008A Hanger Clamp........ -18 « Steel «“ Cord Grip ee ane xfs se ale. “40 
5721 1 Piece Rosette boceenes .35 | 1009 ON Serer -20 Di aaa Gi Th aoe a oes céamabunets 1.15 
ae) EE | sssecese ‘7015008 «= Dae, Phat Rikew.... ap | Srwwgetns Dape Reme Px -oe0 oo seneseocecessecees ihe ape Se 
5725 —- Receptacle Base....... .80]1013 Adj. Elbow........... -40 | Standard” Brass Cov. Finger a a de ty ee te, thar ere "70 
5726 Keyless Receptacle.... .95 | 1017 Interna! Elbow, .40 - Me naietele” Cini COOK . « . ova ssc ckacinacedecaceca “50 
5727 Plug Receptacle....... 1.00 | 1018 External * . . Brass Cov. ene afisabapieabsgabchecbeeteenedsa nibcin = atone "85 
5728 Utility Box eeTgepey .40 | 1020 Keyless Receptacle. ioe « ; ane Fusible Cap ee ee ne ee 4 “60 
5729 = cand: ‘Type. “40 |1020A Angle sii Polarized 2 IR FREES SYP 0 0000 verenesarernesenssensepesces 4 
5730 Contact Block. -26 | 1020B Blank or Outlet Box. .. :* Br 88 Coy. pacar bensonmnncdusntvesnsebtenee ries "55 
5731 _— Blank Cover.......... -15|1028 Utility Box........... . : © Steel _ fe ARNOT Cap Nea RIE Sep "20 
5732-3 2'4"&3" Outlet Box... .45 | 1035 Distributucn Box * 9 ae EO: tt ak eres ert ee aes "20 

5734 Closed Extension * ... .65]| 1039 6%" Fixture ma  .: htt oe antGGSst Winans Cee ahehee ° 
5735 Distribution Box...... .75 | 1048 Switch & Recp Bo 
5736 = Blank Cover.......... -16]1082 Pipe Coupliug..... 20 AMP. CAPS—For Polarized Devices 
5737 4%° Extension Box.. ‘ 1085 Comb. Connector Wire B Cc 4c $0.90 
5738 436° Fixture Box... ae 5 1086 Offset < Connector. : ire Brass Covere ADs cee eeeeeeeeeeeeeeeeeeseectceeeeseeenee 4 
8 PBS eg © or af ee 1 9" > . gtk se vuRCSb Une e Ses evewcoes coeseCeressee 3 
5738E P Stamped Hook 1089 Reducing Connector. ‘ 2 2 Steel Covered Cord Grip Cap ibenveebweuskecoseengeteease He 
rer -65]1000F Flex. Fitting 18°...... Bt | i kn inh iit 2 Gh iebinns GORE Men . 
LEWIS METER AND SWITCH CABINETS 30 & 40 AMP. CAPS—For Polarized Devices 
CLASS A AIN FUSE ACCESSIBLE | 30 Amp. 2 Wire Porcelain Cap..... occ cccescceecccccecscesececes $1.85 
Amp. Volts Wire] Fuse Neutral NA mbers Price | 30 “* 2 “ Steel Cov. Cord Grip. ocd wr ccdevsencdesntscerses 2.00 
30 25-250 3 B GeeGceccsess M7311-ML7311............ $12.30 | 30 * 3 “* Porcelain “* We 1.85 
30 125-250 3 2 y 6 CU ORSCTS M7311M-ML7311M........ 12.80 | 3 ° 3 S Bere Gee go pdbsedebdedcccscticodecdisne 1.90 
du 125 2 1 7 seowees M7211-ML7211...........- 12.20 | 40 * 3 * Str. Cap Ground. C. i6.606.0066606000006.066046650 3.25 
30 25 2 1 ” se0eeuus M7211M-ML7211M........ 12.30 | 60 * 3 © Beek Got, Gass Ga cecccasccsceces endcdtevace 3.00 
30 125 2 za, M7211D-ML7211D. -- 12.95 
4 125-250 ; : Solid pesesees M7312-ML7312. eeccecee 2-23 —— Song 
ae hUchPmlhlC(<i«‘<‘ —C~<”sOCf SSBC 12M-ML7 Bbccccccce ar 25 Skeedoodle Pl 3 
60 125 Te Be ee M7212-ML7212.......... 1 19:30 | Dpemond 4530 Flasher, Bution 2. a ye... CF 
60 125 2 1 ” seneuee M7212M-ML7212M........ 19.05 “Rog ale” 110 Volt * Plug 50 No. 161 bad he TE .80 
60 125 2 2 Fused....... M7212D-ML7212D........ 19.30 290 Volt : 65 ON 165 ‘ “S- "$0 
— . 2 1 Solid M5211 Misi — FUSES 
125 oli .» M3 or ML5211.......... 
30 125-250 3 BS _~ scecsest M5311 PE iconescanee 12. 
30 125 3 H Fused. ee: M ai . ML i dpeckecis 12.20 PLUGS, APPLIANCE 
30 125-250 p nfused.. he Babccocccccee 12. . 
r « Make No. Description Price 
+4 4 : ; wages... pica “ = e Mi oa 3. American Beauty = Plug Complete for = Irons Feces ‘ a 
ee Beers |) a Se daperrrtomen 8 Sikes 
2 4 ONG. wcccees < or . “ . ” = . ~ 
60 125-259 8 >? 1M _322 or ML 322.......... 15.30 | Peres all” & “Suiveall” + a, Super Tres ey he <= 
° ’ *- = dC -. 85 
“METER TEST TYPE” CABINETS rs . . «Aree hee sae. ‘oo 
30 Amps......... souensca Cat. No. M303 or ML30B...........cecees 25 F-7 - “ Adj. Cont. Bakelite .50 
€0 Ampten..:.ccccccscces. Cat, No. 5008 or MLOUS...... ++ sc se 0cces 930 F-22 “Suitzall” Heater Plug-—Fuill Size... 3 a 
These prices apply only to the United States 
50 Electrical Contracting, August, 1931 
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Receptacles, Flush 
PLUGS, APPLIANCE, Continued G. E. or TERE —Restsenee Panel Boards 
Beaver F-31 Standard Heater Plug—Single Sided Cont.$0.15 4 10 12 
“Gripall” & “‘Suitzall” F-32 Heater Plug Double Sided Contacts..... -20 | Surface or Flush Mounting Circt. Orn. Circt. Circt. Ciret. 
F-33 Armored Casing (F-32 Type Armored)... .25 | Single No 3104 to 3212 
F-34 Medium Heater P Plug—Bakelite. sh epecce -25 | Flush Mtg. or Fusing 
ay iene Le ay ery ry ey : to 2912 
“*Gripa’ eater Switc ug ont.. . Surf. Mtg. 4.55 e x . 
G-2 “aor * Heater Switch Plug Nickle Alloy Double No, 8404 to 3412 ® 6 9.08 621.98 $13.00 
UIE 0 oo. 0:0 0.5:00.00 0050.04.00 SR0000 . Flush Mtg. or Fusi 
G-21 Competitive Push Button Type......... -45 "= 3704 to S712 
G-22 New Toggle Type..................... .45 Surface Mtg. 9.10 12.40 18.15 23.10 26.40 
Bryant 668 Universal Appliance Plug with Switch.... .85 
GOD Switghiote ©  pancccgescesoce -50 SQUARE D—Fuse Cabinets 
752 Appliance Plug with Indicating Switch... .60 2 4 6 8 10 12 
| TD eee -45 | Series 37000 to 39000 Circt. Ciret. Ciret. Ciret. Ciret. Ciret 
Cutler-Hammer 7051 Appliance Plug with Switch............. .60 Flush Series 37000 Black $1.85 $2.50 50 $9.50 $11.15 
GE. 2602 gprmenee ing Plug No sae = he 37000 no :- 4 3. eo 5. ‘= 8. = 10.00 11.15 
arge Heater Plug ° 39000 t 4. . ° 
2642 Switch * * with ade ° 45 NOTE: ry Circuit Flush Type a for aie a 7 — ade | 
2699 Small No -25 studding with channels for lathe ends, each... ....... ccc ee ceceeeccuee $0. 
2826 “Handy Pull’ Heater Plug.. TS 
Hemco H250 Switchless Appli ance Plug Bakelite Mévees .50 Combination Fuse Cabinets 
CC < * . 75 60 Amp, Fuse Break and Amp. 2 4 oo <8 
= : mp. Circuits Only irct. Circt. Circt. iret. 
Hotpeiat CDRP ee NO Swen rd 2. 1S | Ftash Mounting Alumioum........... $7.45 $12.40 $14.00 $14.85 $23.00 
CD79P1 + * with ES OER TTS BOER 1.00 Surface Black ee eeeeesesesese 6.45 10.75 11.55 12.40 20.65 
nether) pf Appliance Fige—"e Switch bsthienontes oa WADSWORTH Fuse Cabinets & Panelboards 
“ dl eR OE Perens ‘ 
— ) 2 4 6 10 12 
PP os i Appliance Plas we Sone. yh = All Dead Front Single Fusing irct. Circt. Ciret. Circt. Circt. Ciret. 
SO re ere 50 
55 paar Iron Plug—No Switch......... 20 Poa Mee ath RARE, ag a “es a 4 Ge - a 4 
Reyaolite a Me eae z Flush Type for Tgle Sw.........-... 6.85 11.10 13.75 16.40 19.85 
510 Switch Heater Plug.................... .75 16 Circt. 20 Circt. 24 Ciret. 
Rodale aa Heater Plug No Switch Cold mews. ‘Ace B — Mtg. Enc. Panel Boards 100 Amp. Mains —-9 = = 7.3 
~ ~ a eee i . . 
450 F tsall Heater Plug—No Switch th ec eeiga ts 45 
610 Bakelite Small.. .20 WESTINGHOUSE Junior mastGenee Type 
615 “Armored Heater Plug—No Switch |30 2 3 4 8 10 12 
850 Iron Plug with Switch see eeaseseeesees 45 {onles Residence Panels Ciret. Circt. Ciret. Ciret. Circt Circt. Ciret. 
800 Armored.......... 65 o. K-64012-21 & 64052-61 $2.50 $2.70 $3.75 $5.35 $8.75 $10.30 $11.70 
Simplex 890 Armored Plug—No Switch............. -75 | Junior Building Panels for 
990 Deluxe Chromplate Plug............... a. Rete eres Soteshes 
Sunbeam I I 1.50 2 & 64074-81 ..... ...... 6.60 9.90 13.20 15.70 19.80 
Torrid co Automatic wast Control Plug Sy SESE 1.00 
os afety = eS 1 Re 1.00 
= a al = ale %|__ PLATES & PLUGS, RECEPTACLE 
Westinghouse sopeee Appliance rye- 8 ‘wuueestantosaaoes a PLATES—For Flush Receptacles 
Compo- .040 Gauge -060 Gauge 
All Type sition Lacquer B. Brass Lacquer B. Brass 
PANEL BOARDS OR FUSE CABINETS Single or Duplex Plate: ........ $0.15 30-10 60.15 $0.20 $0.25 
ift Cover Plate EE CRE i : ‘ * 
Radio Plates—Sgle. or Duplex... -20 15 .20 .20 .30 
FRANK ADAM 6 Telephone * . One Outlet badeee . eee . were 45 
All 30 Amp.—S. P.—NEC Fuses Branch we) aah ace Disappearing Door Plate Sgle.... Dass eae = apa 2 
“FBX” Safety Type Fuse Boxes......... GSSSe GUM. xcisan” sravns : Duplex.. pele cae ee es aya aes tte 1.15 
“NR Main Cable Lug Only ......  ...... $8.90 $11.90 | Chapman Receptacle © ...2.0.0 coccs cacee sovse — cvece -75 

Ss P * Solid Neutral....... 11.15 13.40 15.60 ...... Blank Plates One Gang.......... .20 -25 .30 .30 .40 

NR3G_** Main Cable Lug Only 16.50 _19-80 | Bull’s Eye Plate Qne Gang...... -80 :70 80 80 85 
All for Plug Fuses BENJAMIN-STARRETT = ee ee Steen i opens: menos 
Cat 4 6 10 12 Switch and Sgle. or Duplex Rece .55 . eee .80 
No. pe and Description Circt. Circt, Ciret. Ciret. Ciret. Steel Plates for 30 and 40 Aae. Bast Receptacles Ledebewioustsene .80 
66104-12 NP’ "One vues 3 Wire Solid Brass Plates 30,40 &60Amp.* «= * ha nuscccccvciece 1.65 
ocecsccs se $ 5.20 $ 7.40 $ 8.90 $10.40 $11.90 Screwless Plates Bakelite for Hubbel Pssmitedied...cscecccodcosec .55 
66204-12 P —Two Fuse 2and3 Porcelain Enameled Plates for Sgle. or Duplex Receptacles......... a 25 
Wire Serv..... 7.50 11.15 13.35 15.60 18.60 | Mirror Glass Plates for Single Receptacle..............sscceeeeeeee 1.00 
66304-12 NEP—One Fuse with ; 0.30 12 DeLuxe Metal Plates for Single or Duplex Receptacles. . te eeacee .80 
66404-12 EP a with 7.10 10.30 12.80 16.50 19.15 | DeLuxe Wood Inlaid Plates for Single or Duplex Receptacles. ........ 2.35 
Switch Pl..... 10.30 15.25 19.15 21.80 25.15 CAPS & PLUGS For Receptacles 
BULLDOG FUSENTERS Price 
10 12 » 0 FS Pony Bakelite Cap... .seseeseeeeceeeecereeeeensseeeeecees $0.10 
No. Description che. eux oo Ciret. Circt. Circt. tandard papel Beresondenesnsonveneoes ess 0 
CBS Surface Black Finish with - 2 Cap With Extension Knob............cseseeeseeeee 2 
shield $1.80 $2.30 $3.90 $7.00 $9.75 $10.30 10 - : Brass Covered Cap pec eccccccccceccccccccceceoccces ° 
BOS “ Black Finish with- 10 * Steel «© cacccccccccccerecccecerececesecs -20 
out Shield TE ae a eS - Cord Grip Cap......cececcsscecccccecccscecsseeces ‘= 
BF Flush Luminized Finish 2.50 3.70 5. 35 8.75 10.30 11.75 | 10 .* Tandem Blade Compo. Cap... ...cseseseceseeesseceececces ‘= 
BBF “ Black Finish oe Radio Jack Plug...... PTI . 
BSF “ Lum. Finish with Chapman Plug Reversible Compos,........ssseeeeesseeseeeeceeeees 1. 
Toggle Switches weee. 6.60 9.90 18.20 15.70 19.80 Chapman Pine Peseetate... oc .n nc ccveccccccce veccccccsevecccces = 
BSSF a Lum. Fin‘sh with yom yt © Plug Brace Tap. ..ccccccccccccccccccccceseccece 1.4 
one 30 A. Saftofuse e+++ 20.50 22.00 31.75 33.35 35.00 | 10 Amp. 2 Wire Polariz. Comp. COD. cccccccccccccccccccccesssccces .30 
BSSF “ Lum. Finish with a or Cord eg Cap = 
one 60 A. Saftofuse ..... 21.50 22.30 32.25 33.75 35.40 | 20 = * Com z . 
“ coh peer - *. & Cord Grip -90 
BKF Lum. Finish with ~ su pels¢ 3° oo » 1.00 
Pull Box wees 6.60 9. 14. 7. 19. 30 . 3 ~ - Cord Grip - 1.5 
10 - * - ‘omp. _ z 
All-Steel-Equip. Co., ta CABS 10 * 3 . « Gord Grip * -80 
29 * ” “ Comp. 7 . 
Style & No Description Cisct. Citet. Chet. Ciret. Circt. « « « . 
-102-4-6 Surface Small Type $1.80 $2.55 $3.95 ..... ...... ones sw? 2 1.2 
C-902-4-6 Flush Small T pe 3.10 3.80 4.86 2.0.2. ceoees 30 - 3 . . Comp. Cord Grip. SRARMNGT HETRS 1.65 
D-3004 to 3074 pereeee a supe ingle Fuse ..... 3.20 5.10 $7.50 $10.10 | 4 « 3 « Heavy Duty Angle Cap.............. 3.45 
D-4002 to 4012 Surface Double Fuse 3.20 3.10 10:10 2300 36.00 , A PR «With Cord Grip... eiseeeceee 2.25 
D-4022 to 4032 Flush Type Double Fuse. 3.75 9.00 12.10 27.00 45.00 | 119 Volt 2 CP $8 Carbon Lamp for Bull's Eye Receptacle «......+++++ = 
Bese sins petite, ais Sst ne fase 
< ——— RECEPTACLES, FLUSH 
KILLARK = - 
2 + 6 8 

Standard Flush Type Panels Circt. Ciret. Cirect. Ciret. Circt. Circt. STANDARD RECEPTACLES OR CONVENIENCE OUTLETS 

Series KRP—2 to 12 oketive.. $2.00 $2.90 $4.75 $6.50 $8.50 $10.75 batt rode —_ af entee Extra Price 
Cah aules th bie e o.05- cehindese.c0 Okay ° 
CUTLER-HAMMER—Fuse Panels—Flush Mounting pee Se ae ; 
Circuits 2 Cir 6 Cir. ° Pore. * “  Single..... 

Black Finish Series 4355 H1 to 6...........- $1. ‘0 H 3 ‘60 $ 4.65 . « “ Duplex 
Aluminum Finish Series 4355 Hi to6........ 2.40 3.45 5.35 | Deep Bakelite Top = Single... 
Circuits 8 Cir. 10 Cir. 12 Cir. . - v4 * Duplex 
Black Finish Series 4355 H1 to 6.......+.00 $8.20 $9.95 $10.20 Pore. > Single... 
Aluminum Finish Series 4355 H1 to6....... ° 8.65 10.95 11.65 Plex. cccccces 


Electrical Contracting, August, 1931 








eeeeeeree 


These prices apply only to the United States 





PL-18 








































































Receptacles, Flush R—Sundries 
SUNDRY RECEPTACLES RECEPTACLES, SURFACE 
Plates Extra Kacept Wy here Marked *‘X”’ Price Cc C , U Cc 
Pe en tc. ss eee ee STANDARD RECEPTACLES or Lampholders 
xSgl. With Hoe Ne EN don sdsn oihnncs Shcdhsscseeneucscudl coon, Keyless Porcelain Usi-_ 
xDup. - 7 ; $-5460008000005keeneen Resdugashienenenes 2 Standard Base bo Price 
asl. ; us ; rirtittitttirsirsersesssessetccessesses  *BE | Pony CleatReceptacle No. S. H. Groove—Side Screws........ 50715 $0.15 
aSgle “ Small Brass Pl weed choos cacocrnsesccococcccocccepesoce 1.20 | ound * a & —Center® ......... 9171 .20 
S © Be”... © ccstenenecsbecnitensesnenceencensneneet 1.35 | Standard Cleat ° a oe S Side fo ceseeees 287 -35 
Edison Seve Mase Reap. Gaghs. « oo.civcccse cevsccscccescccesccesese .40 s e “With < ee: é . 
Chapman Receptacle... ...s.seeceeeeeececeececeeeeceeseceneneees ° ‘ pa e “B it Sh aM e “50 
Radio Single © c.scececsscscecsccecscscccsssscscescessoneus ~ 1.18 : ~ Brass Shell - . 
TA ©. sin aac duscdgbuiesatpsdixcucsegentiaipeustenl 1.60 eee ee i actin pcs ‘ 
Disappearing Door Rego. fide: ii, a © wiht 21 “30 
—- - -2 "= 20)” = Seeeeeee Seeaesesseese . 
Screwless Plate Recep. A a6 0660 6605 00000000608-0060 eececces shat = mh e * e Removable Ringe oy aaa 50744 85 
s dhar en ie Sewanee seaesnhebe haps lets ‘ — ‘ a saan aie sos , 
i he ad tak dh gpsrroetrrencencterctorseesesseass 123 | Mogul:P & S No. 520—Arrow 5012—Hubbell 3464—G.E. Ti94........ 95 
4 “ “ ae ae ght: , . 2.00 Miniature or Candelabra Receptacle (Small Type)........... 9445-6 .25 
.s (6 2 6 oe seeeeenceenenr ere erate Extended Type 0s ssssieiii: 367_135 
oo 
EE Bihee, .nttowcremeremencomnc rte OUTLET BOX RECEPTACLES or Lampholders 
30 * ee wim | |. eRe EE Emtads.; 5.00 Pull and Keyless—Porcelain and Brass Shell 
GAmp. Polate.SWie = —§«-_—«_—_ cvcccsvcccesccccccccccceser coccee 6.00 Standard Base Price 
Porcelain Pull for 3% & 4” Box bid pane 6s d00050060esR0cAskseaeaennetes $1.85 
TT a, a Peer re Teter 2.15 
YAXLEY RADIO RECEPTACLES Price Porcelain Keyless for 3” Box POUTTT TTT TTT LITT TI TITTLE T TT -40 
Nos. Connections Brass Bakelite lade ea 36 & 4 a ae aes tPeeceennnene S066e6abees SOcseaes - 
OK. cc cree sree eseesessseeesseesesesesse . 
ec cereeeees SR ** SR | ie ene Dene: We Ce ae GR MIN” Wenn s.cccns-eceneecessnsceose 85 
136 Aerial & sont, asrtecssssesssecssnsceasnseessee 1.00 1.10 i - ae: Key ed Porn porgqennaeeinbatastist = = 
137 attery (with plug)........ seeececcccees eeecceese . . M ‘ ie ae ee SASeeNeaheeneeoresceswenses ‘ 
138 NEE GOs ods cccccceesicasesoccooessevesese 1.00 1.10 | Two ° ‘ Pail with eine SS, Seer eee -40 
142 Double loud speaker............ hatpneiababenine . ie 1.85 | 5 5 £ SE Ch, & Cord 334"......cseeeeeeeeeeeeeeeeenes 45 
238 Loud speaker, aerial & pune oc cccccccccesovccions 2.00 2.20 . pe ere Ou, Sen -50 
241 Aerial, ground & elect 'l......++---+- Coeececececes 2.00 2.20 4 ? ee -55 
242 seen oo fh oe b vvcccvccccccesoscccccseese 2-8 eo "i o> a & = é¢ = 
239 erial, ground & attery. ee eeeceggesceccescecevece - . : 
353° Loud speaker, aerial, ground & elect’l..... mace » 8.00 widen Keyless Mounted . “Mgtal Cov. ay: Box ‘= 
oe - _” — = - "35 
RECEPTACLE COMBINATIONS ee SES = 
With Plates T-SLOT BOX RECEPTACLES—Surface Type Price 
Price * Amp. Standard Receptacle.........seeeeceeseeeeeccescesceceeees $0.60 
~~ Se ae en) ay il aaa -60 
Plige Light-Plate and Single Outlet Comps os seseresssrsfsTeee” GASB | 10 * Receptacle with Covered Term. :70 
© © © Switch and Bull’s Eye... .....cccccccccccccccces 3.30 | 20 { Polarized Receptacle... ..... -85 
. ss, aan pnnnetegt pete epee 1.60 | 10 { Sgle. Porc. Rec. for 334” Box -45 
Switch and Plate 10 Amp. Sgle. Out. Comp... .........ccceeeeeeeecs 1.90 | 10 | Duplex “ at. “ -50 
_ *  * 39 ¢ oe OTSA AE ARR IE et hpete 3.00 | 10 { Sele. i ace So ae - 60 
Hubbell Switch Tap Combination Screw Plate #7093-Recep. #7163... 1.75 | 10 Duplex , eee eeeeee essere 2 65 
Hubbell Switch Tap & Pilot Light Comb. Screw Plate $7317-Recep. $7280 3.35 T-SLOT HEAVY DUTY & POLARIZED 
eee iaent and Concealed Bases Price 
1 mall Conceale BWC s cocccccces cocccccee § OO 
RECEPTACLES, PORCELAIN 10 A. Small Cleat ip gpnnnoees ae 
10 A. For Wood Molding B © ccocecccececevecscoe -60 
49 ees souat Led 4 et ccccccoce cecccccccce -70 
> olarized Conceale eccccccccccccccescce -70 
ALABAX RECEPTACLES AND FIXTURES 10 A. Polarized Wood Molding | ethene eteee ae 
Symbol: Columa No. 1—Number of Alabax Fixture. 10 A. Fielding Receptacle B © cccvcsosccocces ecece -70 
Column No. 2—Resale Price Standard White Glaze Finish. 10 A. Polarized Concealed - = esaee ceccccccccccooe 1.00 
Column No. 3—Resale Price All Over Color B-D-E-F-G-tH- - L-M 20 A. Polarized Cleat wanes oousssaewcene 1.00 
Column No, 4—Resale Price Stripe Decoration No. 1A-2A-4 20 A. Polarized Concealed - | stpnees cocccccccccce 1.00 
Column No. 5 and 6—Resale Price Stripe Decoration T and ue 20 A. Polarized Wood Molding 2 He cececcccees ececcecce -95 
Column Column Column Column); Column Column Column Column | 20 A. Polarized Concealed 3 Pe tte eeeeeeseee 1.30 
No. 1 No. 2 0.3 No. 4 No. 1 No. 2 No. 3 No. 4 | 30A. Polarized Composition 2 te TEETER SESS e ee ee eee 1.35 
Number White Color Stripe || Number White Color Stripe | 40 A. Polarized Porcelain Bente eeeeeeeeees eeee 1.60 
AL 844 $2.75 ee noe AL1469-70 $3.00 $3.30 $3.45 | 40 A. Polarized Composition 3 eeececesccvees eeeces 2.10 
845 3.00 See 1471 2.10 2.35 9.55 |. Pore. Seb Base tor Amp. Rev... .......ccccccccoseseccccvcecee .30 
were fe eel ie te tek be CANOPY OR FIXTURE RECEPTACLE 
848 2.00 2.25 2.40 2007-9 1.40 1.70 1.85 Pull for Ceiling Ring yo nee CO reece eres eseseseeeeseees $0.35 
849-50 2.45 2.75 2.90 2008-10 1.55 1.80 1.20 @ 6 6 e ‘ord eee ee ee ee ee ee ee oe . 
851 1.50 1.75 1.90 2011-12 1.25 1.50 1.70 > ha ns Chain & las TOrrrrrrrrrrrrrrrerrrrrr errr errr ers -40 
852 2.60 3.05 3.50 2013 1.70 2.00 2.20 ie ~ = Cord TEITECTTITCTETTT TTI TTT TTT TTT TTT -40 
859-63 1.95 o-3e st ae . es He ee 3 Chain COSHH ESSE SEES ESESHEEEEEEESEESES .60 
864 2.20 2.5 3.10 2015 ° ° 
865 2.55 3.00 3.45 2371 1.25 1.50 1.70 SIGN RECEPTACLES—Standard Base 
866 2.45 2.90 ‘a 2469 3.10 3.55 4.00 Keyless Removable Ring Price 
867 2.80 3.25 2471 2.70 3.15 3.60 | Stand. Shallow Screw Term. .....+.+sseeeeeeeeeeeceneeeeeeeeenees $0.30 
869-70 2.60 2.55 3 05 2669 3.95 4.40 4.85 SE ta cccnansidvatdetasids or ebbubetanesdes .35 
871 1.65 1.90 2.10|| 2671 3.40 3.85 4.30 ‘ © — TI MD. cencosvcnsactcovdioctenncees ae 
872 2.45 2.90 3.35 2846 3.08 3.55 4.00 . . 5 & To SPR sees: ibe teabesanckiee -40 
873 2.50 3.25 3.70 2847 3.95 4.40 4.30 | Competitive Shallow Screw Term... .....sssseeeeecceeeeeeeeeeeeee 15 
875 2.45 2.70 2.90 2852 2.85 3.30 3.75 ee  arrereaeeoes: Sibseesdetceatecces -20 
89t -95 1.25 1.40 2853 3.15 3.60 4.05 3 ° Bi Se SND OED v0cccecncwndaehueseiseneese -15 
919-20-221.70 2.00 2.15 2864 2.45 2.90 3.40 Deep Type With Screw Term.......... 30 
921 ‘75 1.00 1.20]| 2865-72 2.80 3.25 3.70 ? DE <ssccisdesmieesbeheoiabeibsessecinee: UN 
923 2.45 2.70 Se 2873 3.10 3.55 4.00 e S 7 ey EP PP EN v06dekadeditendeideasaneeséowess -40 
po 30 oa He 5°80 _ +2 + eee Solid Sign Rec. With Screw Trim.............cccccccccccece Prine -20 
949-50 2.10 2.40 2.60|| 3100 2:45 2:90 3:35 | po rcctstn Cleat Receptec Intermediate Base ~~ 
951 1.15 1.40 1.60 3101-02 2.20 2.65 3.10 orcelain Cleat Recepta Pi mssssrs WTTTITIT TTT TT TTT coccccece 0.3 
952-62 2.10 2°40 260 3103 185 2°30 2°75 > © with Sestar h BIW. wecveseees deeeuee Sesceesesewes ‘8 
960 1.05 1.35 1.50 4070 1150 1.75 aes . a > one ee ~TITTITITICTT TTT TTT TTT TT oeecce 3 
969-70 2.25 2°55 2°75 4071 1.30 1.55 aoe EI itn bh bewe8ii ds 60Gb K0sssedseiees 30 
Mein is isl ge te ie ND 
S 3%. 2. 2.3 ‘ est: = 
984 eo +3 1.95 9826-36 2.20 2.50 2.65 R SU RIES 
989 1.95 2.25 2.45 9896 2.40 2.65 2.85 
1200-02 1.70 2.00 2.15 9906 2.45 2.75 2.90 STANDARD ROSETTES—Porcelain Price 
+ oe oe 5.= 3. Cleat—1 Piece Junior Fuseless Rosette. .........--0+eeseeeee cies vee -$ 15 
17475 1001.05 1.10 _ No.5 No.6 3: 0 Re ieermranterasteb ier 
1 9 = ‘a oss “gene sj Stripe Stripe Conegaled—2 Piece Jr. Concealed Foe Rosette pusehuiensie eebscscoces 2 
- : . . —— et. © ssasccsecedtqunbancued / 
ae Sr 6lUSlCUS Cee Se Ca . = «je For Wood Mouldiog—Fussese.. otaine: nea 
1369-70 2.90 3.20 3.35|| 10004 3.95 4.40 6.05 POTRED. . 0 22 one oe ee F “ 
1440-50 2°85 3:10 8.30|| 10008 3:70 4.18 8.80. 34° Bor 4” Box 
1449- 2. : + 4.1 , 5.05 | Box Type—1 Piece Rosette or Screw Terminal.......... 40 #8 455 
1451 1.85 2.15 2.3511 100073.30 3.75 5.40 4.70 | 2 Without Termicel . 20 "30 


The above Prices do not include Glassware or Lamps. For Special Condulet Rosettes—See Pages PL-10, li and 12. 
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R—Sundries Sockets, Heavy Duty 
GROUND RODS CAPS For Above Sockets 
Copper Galva- Galva- Copper- Galva- Galva- Pend. 
nized nized weld nized nized Pend. ay % % KB uy da 
— ’ ‘iw $.10 $10 $20 8.30 Bs SUF RO $55 
Size Price Price Price Size Price Price Price Electrolier - 710 -10 .20 ’ 45 — bar bat ee 
%°x5 Ft. $ .55 $ .30  .... ed Fe. $2.15 85 «$1 Brass Threaded “ an” a! a I ae’ as . “140 
"x6 * -65 : ate "38 * 2.80 1.10 Cold Molded = “ cS a ee ear hae. ae 
"x5 * 1.20 150 $ .65 |%"z10* 3.40 .... All Porcelain 20. OO: Oh ee oe 8. ? 
"x6 * «61.40 02=— 55 * £70 sor35 * 2.50 : i a 
Soe wm Fo ODIES Sa T Push 
gi: SERS ite Aa Standard Brase Shell Body Only........... do “S7is" "30 sao 
RA WLPLUGS—Su Standard Electrolier Shell Body Tiassece .20 15 30 "20 
tandard Types Brass Shell Threaded Catch Body 35 30 "50 "35 
Number of For Screw Price ; Number of For Screw Price Cold Molded onesies aerial “40 "35 : - 
Rawiplug Drill 0. Each Rawlplug Drill No. Eac All Porcelain Bod PL ecetenieatneeas alll 185 oe 
Hole pany ole 7. F Lock Type Brass $n Hiody RSE .60 55 "65 ‘60 
8 6-7 $.02 | 14. Y) 14 .06 H 
if 8-9 .03 | 16. 4 16-18 . 08 Cleat Mh dy =. Regal Lpecsnes pee Peseitiin Sockets fs 
% 10-11 .04 | 20. % 2- 12 | Concld. Base for Concid. Wiring—Smail ee 
12 05 Brass Cov. Base Conclid. \isee—Snek 50 
Rawiplugs for Lag Screws Brass Covered Base for 3B “65 
Price Each Brass Covered Base for 4” “—¥ 1.10 
Si Size of Len vy ie Conceale Bvcasecaschs .40 
row Drill Hole Rawiplug 1K’ 2° 2%" . . All Porce ain CE BEN ccucceocaces .25 
° 1° > $13 $.15 $.18 $.20 All Porcelain Concealed Large .35 
e ° 14 17 20 23 All Porcelain For 3}{ Box... 45 
° : * a EO Be nti aches debe so cnnesnseinabennens .55 
° ‘ ras 27° 130 $.30 RASS SOC 
Por Expense Shichte—Seo Tae Fie. : a. Called Wall Socket ~~" tacl 
or 
METAL REFLECTORS —Glassteel Diffusers Keyless Brass Shell with Small Conc. or Slotted i Rees Dr 50717 = 18 $.45 
9° Cog Sue ont ag tes ite, ss rs . Mt overed WIBen ssc - 60019 . 78 
Thitaded Pendent Hood.....$ 9.95 $13.80 ...... $10.50 $14.65 Key ; se Seupll Concealed BNE oh <0 case .. 9184 70 
~ —e  Seerrers * Per ; 14.65 . . EES: 
Detachable Can., Bend. Hood. 10. 25 14.3 10 $20.75 10.75 14.95 = 5 with Removable Ring... 50746 &7 0 
etachable Can., Ceiling Hd. 10.25 14.10. ...... -75 14.95 .... 
0.25 14.10 =, 0-75 14:95 :.;- | BRASS TWIN SOCKETS & ADAPTORS or Current Taps 
Chile tai os ss kgs secncs = 95 7.95 3.10 B.D ncn | POR Reepter Femee ee Date onc ccc cccccccsecccsccescucccsassecs 
NOTE.—150-200 W., 18”; 300-500 W., 20”; 750-1000, 24”. ey ET EE no os enanksdcuscdscscetadacsenetanes 40 
Globes: 150-200 W.. 10”: 300-500 W., 12” - 750-1000, 16’. Pull Twin Socket-Screw Side Outiet Ree Seresewerececconesenceseseens 2.00 
STANDARD INDUSTRIAL REFLECTORS Keylew, 34° i Get Side : ERR Gn PTR PR ISERE HS is 10 
© met tected hahdees er ecchate CL ene entn I, Cap Bide F Side Tap. .....--sereererosereseoassoseooess ; 
Prices With Plas With Screw ee eer Se ee OE dae a cect ae desir dcctnns cbbbecseseknah .80 
For _ Diameter Collar for Neck for Complete WEATHERPROOF SOCKETS 
Style Lamp Size Bowl Shade Reflector With Composition Dee OF PUCRININN BUND GOGO. ce cccsceccccceecccsovscses $0.20 
— — Combate . Decorative Sockets for Temporary Work haute vi Adaeaen .55 
25-40 W. 10° $1.40 ce eo orem £8 
. 2° 2.00 $2.20 $3.55 CANDLE SOCKETS 
LM DOME 4 : is, oS 2-3 See Stand. Base Keyless Candle Socket with Rigid or Adjust. Hickey...... $ .10 
i 16° 330 330 rit Sed’ Base PR dt. Socket with Rigid or Adjust. Hickey. ...... .30 
7200800 . pa 4.00 4.39 eee Levolier Bracket Candle “Sockets Lever Brase No. 108 to 120:.°°221. 70 
L : ; ‘ , m . . - Porcelain No. —— badece -75 
0-80 “ . ie - ke 3.20 ? « © “ Brass me 1, ian — gi 
100 « 8” woke eZ 3.45 Intermediate Base Pull Candle Socket with Paper Jecke 170 
DEEP BOWL TYPE 100 “ 8" 1.75 2.00 em Intermediate Base Keyless Candle Socket Porcelain. :40 
150 * 9 2.00 2.20 3.65 Candelabra Type Keyless Socket "50 
200 e ~ 3.% 2.65 4.20 Candelabra Type P: Pull C ELLE LR ENO 1.70 
wie: 8S c:: | SU CANDELABRA OR MINIATURE SOCKETS Price 
25-40 = 107 1.40 130 nape eyless Porcelain a TTT TITTLE TILT TTT eee ‘< 
- 4 . sas ‘as S  %  Female.......ece cc ceeece cece ce ceeneeceeenseeeenes s 
SHALLOW DOME 100 ° 12” 4-30 > i5 390 Key Brass Shell 44 Cap... .....--- 0. seeeeeeeceeeeecececeeseneees -60 
150 * 14” ee, ee 4:20 . TUTTE TESTER SRR e ee eee e teen eee eee ee eeeees 65 
150 “ 15° 2:80 3.10 So -- 
200 * 16” Fe. we 5.10 — 
25-40 “* ied 1.30 ses 306 
50-60 * 8° 1.60 +. mre 338A 91 
ANGLE TYPE 100 « 8 1.60 2°50 ae Price.. $1°25 $i'25 $125 $1.50 
pon ao “ 1g, 2-3 3-2 are STANDARD BASE HUSK AND REFLECTOR TYPE 
750-1000 « 15” 6.05 6.90 ae Porcelain Keyless Price 
Holders for above—For Standard Brass Sockets................. Each $0.20 | One Piece with Threaded Cap... .......ceceeeeeceeeeeeceeecereeees 60 
“ Porc. or Alum. Sockets or Box Recept.... “ 2 One Piece with Angle Cap Threaded. i nearer thas eee :80 
dace - « Add 10% to manufacturers’ list prices. es eri cine wa deknd kn eese 0046 ecunansseean 790 
Two Piece with | ae Coe... “30 
SOCKETS Two Piece with Brass Cap.. vine 85 
MP aRD KETS Two Piece with Pendant Cord Grip ELE GRAD RS A eh 1.00 
oon LETE STAND 7 .' % Pend; INTERMEDIATE BASE Sockets 
Complete With Cap Brass Brass Brass Brads Ang. Ang. Grip Brass and Weatherproof 
Standard Brass Shell Sockets Key Socket % Cap...........$ .65 Push Socket %” Cap $0.65 
Key $m $ 36 4 -30 $ 45 ¥ 65 oe. -70 Os -80 s. -45 Ke ress S aa iss Ca +++ 5-00 Wpf. Socket Wire Leads.......  .30 
e e e ull et , - 1.15 
Pail 30 30 .40 “$8 - 80 -80 85 e 
Push “128130. 145 881708018 SOCKET ACCESSORIES 
Sh Adaptors for Sockets—See Pages PL-4 and 18. 
Key 60 .70 .80 Acorn Hubbell 5919-6982-7 ¢ Similar—Each.......... .. 8.10 
Keyless 65 ‘75 Bushings Hard Rubber 3 Fa pegest a. SEO peer ‘Similar—Each - 4 ae 
ushi ach Ole— 
Push - = NW, oc tenctneescscscccensecesnces seat ‘6 
Cord for Devices—Light Type—Per Foot.... 20.0.2... ccc cece cece eeceee .02 
Pull — = Cord for Devices—Heavv plead Foot.. .04 
ie ih ee nn x5 nnn 0.050.666 00600080806. UE 
Key J cic. aie .75 | Handles for ed 1240-1388—or — saa (ithoekcvwestew chews .25 
Keyless as ot = . Se See “70 | Splicing Links Non-Insulating for Chain—Each. edeneninh mate . .08 
P 1 “85 65 .80 .90 ee, cae -90 | Splicing Links Insulated for Chain—Each.......... 15 
Pus ° ° 65 -75 eocce ° 75 
a oe i Molded te oe oe SOCKETS, HEAVY DUTY 
Keyless 50 \( eeerrre BD cccce 1.35 -75 
v All Porcelain Sockets .‘ MOGUL SOCKETS 
Eetiee -55 -70 -80 00 95 J 1.35 -80 Arrow, Bryant, G. E., Hubbell, H. & H., P. &S., Weber 
“¢ “15 5 1. 1 ; : 7 ’ 
Posh a SD All Keyless Sertterts? Memes 
Type Brass Body 
-70 -70 . 80 f 1.15 1.20 1.25 1.00 Porcelain One Piece Soc ket Mogul... .. a os et wo aw ad 
Keyless -65 . 65 -75 85 1.10 1.15 1.20 -95 Tw 1.40 1.60 
P -75 -75 .85 95 1.20 1.25 1.30 1.10 " One ” with Lead Wires.. 1.40 1.60 
Pesh -70 -70 8) 90 1.15 1.20 1.25 1.00 | Brass Shell Keyless Mogul Socket % or 4 Tots Cap. . . $3.40 
} These prices apply only to the United States 
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A Good 


Installation 


' 
= 
—_s 
















The illustrations above are in the breaker 
switch rooms of the Brown Paper Mills, 
Monroe, La. 

This is an unusually satisfactory and neat 
installation, showing the use of Appleton End 
Fittings as well as Appleton Unilets. Appleton 


End Fittings provide an easily applied and problem of installation. There is a type and 
simple means of bushing the end of a conduit. size for all purposes. Our literature will show 
Appleton Unilets and Fittings meet every you just the type for any job. Write today. 


Write for further information 
SOLD THROUGH JOBBERS 


APPLETON ELECTRIC COMPANY 
1704 Wellington Ave., Chicago, U.S. A. 


New York—150 Varick St. San Francisco—655 Minna St. 
Los Angeles—340 Azusa St. Seattle—628 Railroad Ave. 


Manufacturers of Appleton Constant Duty and Portable Type Reelites 


APPLETON 


Threaded Malleable 


STANDARD FOR BETTER WIRING UNILETS 


Reg. U. 8. Pat. Off. 
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MODERN 


EASY TO BEND 


EASY TO CUT 


LIGHTER 


LOWER COST 


EASY TO PULL 


Send for this Booklet. It tells you 
how to gauge your bends — 
straighten and rebend STEELTUBES. 


APPROVED IN THESE 


SEVEN SIZES ---- 


STEELTUBES Electrical Metallic Tubing is now approved for 
OPEN and CONCEALED work, and buried in Concrete (except 
cinder fill) in sizes up to 2-inch nominal trade size. 

e This modern, progressive conduit gives you the advantage of 
strength, lightness, easy handling, easy bending, easy cutting. 
e In public buildings, factories, offices and homes, STEELTUBES 
has demonstrated its ability to make electrical dollars go 
further ... permitting the installation of additional outlets 
... greater electrical convenience at no greater total cost. 
e It pays to know about STEELTUBES. It pays to figure on 
this rigid, strong, lighter conduit. We'll gladly give you full 
information about it. 


Electrical Division 


STEEL AND TUBES, INC. 
Cleveland, Ohio 
(A Unit of Republic Steel Corp.) 


Steeltubes 


THREADLESS THIN WALL CONDUIT 
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The G-E Monogram (*) on 

every G-E Wiring Device is a 

s i ized 
G-E Textolite Flush Plates symbol of quality recognize 
and G-E Tumbler Switches evervwhere. Let it mark your 
add ruggedness and beauty 


to good wiring wiring. 


G-E SWITCH »» PILOT LIGHT 


ADD (*) EXTRA QUALITY TO YOUR WORK 





Little points of extra quality in G-E Wiring Devices can be of big 
importance to you... they can give your work superiority that cus- 
tomers notice... and talk about. 

Consider this G-E Combination Switch and Pilot Light. The dome un- 
screws (*) so that the lamp may be renewed without removing the plate. 
The translucent dome glows (*) cherry red when the lamp is lighted. 
It is made of moulded material that’s hard to break (*). 


The tumbler switch is rugged (*) for the longest service. And the plate 
is of handsome, stipple-finish textolite (*) that doesn’t mar or tarnish. 











Wherever you sell G-E Wiring 
Devices there’s a market for G-E 


appliances. Get both these profits! 














GENERAL ELECTRIC 


Ddbd| Wiring Devices <«<4444d444 


MERCHANDISE DEPARTMENT = GENERAL ELECTRIC COMPANY - BRIDGEPORT, CONNECTICUT 
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HAVE READY 
this VITAL LINK 


This is the Mark Time 
Self Seller! On your 
counter it introduces 
Mark Time hourly to 
your trade, invites them 
to try it while you are 
busy. It’s just one of 
the merchandising aids 
supplied in Initial Unit 
Package No. 523 con- 
taining an assortment 
of Switches, Wall Cards, 
Window Displays and 
Signs—all for $18.86 net. 
Have this tie-up ready 
for use beginning the 
second week in Sep- 
tember. 


THE SATURDAY 
EVENING POST 


The story of the Mark Time Switch—hailed by many 
as the next great universal utility—will for the first 
time be told tothe nation this Fall by prominent ad- 
vertising in leading magazines. 

The first full page in a September issue of the 
Saturday Evening Post reaches 3,000,000 of the most 
responsive American homes. Capitalize the news 
—for it is NEWS to announce an invention that will 
affect the household habits of a nation. 


Most revolutionary new products require your mas- 
tery of a complex merchandising technique, a spe- 
cialized sales force, service department. Not so with 
Mark Time. Our Prospectors’ Plan, with Mark Time 
as the motive power, accelerates the sales of your 
major lines. Be the first in your locality to apply this 
stimulus to your business. Full details come back to 
you when you send the coupon. Mail it today! 


Viv; THE MARK 


M. H. Rhodes, Inc., 
1013 American Industrial Bldg., Hartford, Conn. 


‘es Send the Guide Book explaining the Mark Time Pros- 
pector’s Plan. 
oO Send Initial Unit Package No. 523, list value $29.94, and 
bill at $18.86 net through my jobber. 
Preferred Jobber............ 
Tine Ne Gees du da vacece os 
Re ROE POO hy OE TEE eee ay ee 
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PL-20 
Sockets, Heavy Duty 


Switches, Pull Cord 





HEAVY DUTY WEATHERPROOF SOCKETS 
Copper or Aluminum Shell 












All Keyless Price 
4 Pigee wish 26 of 7 Mople. ok dee basadseeeeet Rhénke eee een ¥ 
1 Cord Gri ee 
> . % Nipple. 
— - > 600 o< cones 
2 * Cord Grip.. TEEETETECELETETET ETE ° 
Shadeholders for above sockets. Price 
Hi) Aluminum or Copper Extra bn teAnekbees 6006086000000000060N08 ..$0 = 
an * . « « Pee 
HEAVY DUTY SOCKETS—Benjamin Price Each 
Benox Keyless Socket with Clamp Ring ron to 4703 Medium Base eens $1.25 
without “ 712to4715 “ cove 1.05 
© Pell * with - " 4708 to 4709“ O evese 2.00 
Benco Keyless Socket Copper or Alum. $4200-1-4-5 & 4335 & 7.......... ‘ 
Brace P4B0B-490B-4508... 2. cece cc ccccccccccce -90 
> Ril “ 4207-8 4225-26 4236-37 Brass, Copper or Alum. 1.50 
* Mog “ Copper Clad $4210-4297........ Sees 
Benco Threaded Holders Only 2y* 3K’ 4’ 
Polish. Alum. Weathpri—#4215 & 4217. ere $.60 ee 
Copper — 4370-72 & 73. Se 60 $1.00 
Broshed Brass —4377-79 & 80. hw ceeecane wee .60 1.00 
BENJAMIN MOGUL SOCKETS , With With 
% or & Kor 
Without Iron Alum. 
oke Yoke Yoke 
One Piece Socket with Lamp Grip............++- $1.00 $1.15 $1.50 
Two Piece Socket with Lamp Grip. ............4+ 1.20 1.45 1.70 





BENJAMIN a SOCKETS 
vorcelain or Similar With a X or XR Fitting 


Medium Base Keyless Tonqed %-l4-% No. Sag es $1.20 

Self-Locking 3% rir a508-29-30-30-83°°2 1. 
> - - Shock Absorb. 24, No. 4676-77-78-80-81.. 1.45 
1 











. “ “ Shock Absorb sii ock No. 4548-49-50-52-53 . 90 
a “ Pull Chain No. 4534-35 & 4660-61-67. ............-.: - 2.05 
Mogul Base Keyless Shock Absorbing No. 4670-71-72... ..........055 1.95 
Not Shock Absorbing No. 4656-57 4666. ........ e 1.65 
If X or XR Fitting not supplied on above sockets deduct............. .45 
SWITCHES, FLUSH TUMBLER 

Plates & Boxes Extra Price 
Square Handle Porcelain Cup—Sei. Pole bisnctueheesseneedéen ce seamen $ .30 
ws is ' eéenianhsenyessceaedsvnasend te 1.15 
° a a Way WEYTTTTTITIT TTT TTT TT tT Seseve 45 
ag e S DD sacced vantenetnnsncsncesenetses 3.30 

oo a. 
. 5 ee... ee 
° . . OWE tsa csncesesvesensconsssacens 1.60 
. e . Ee, GA Ph nteenenartenemey 3.60 
: * 20 Amp. Sgle. Pole Composition Cup.........sseeeeeeees 2.00 
> * 20 Amp. Dble. Pole Composition Cup.............+00++- 230 
Round Handle Metal Porcelain Cup—Sgl..... 2.2... csceseeceees ec cece -50 
7 - o So BPOUR. cc ccccoccepecsoccece ec cece 1.50 
6 e . ye ye B Way ..- sce eeceeeeeeeeree sees 75 
a S . . - 4 coe 66 65000000060086 os nae 4.00 


New Circuit Type 


Twin-2 Sgle. Pole Switches ... 2... 6. ccc cccccccneceee 
FT SBE WET s cocesesevcecenscscccecestes 
TP ee EE no a. clen bcc ecececcecéctcsecsceesses 

Triplet-3 Sgle. Pole Switches. ........ccsccccscscscceseces 
Triplet-2 Sgle. & 1-2 Way Switches ........ccceceeeeececes 
Lock Type Porcelain Cup—Szl. Pole gn kd 06 00s ROSNEeLONS OES 

6 B-” cebhe000000 4h rEeekeeeeees 

S . S S 3W () ee eee 

e * 7 D  -swebeeenenee 45 40cé ns ue seeeneee ores 


EXTRAS— oe Luminous Tip add for Each Handle. 0¢606eec08eee_é 
For Glo Guide Handle Switches add for Each..............-1.00 





TUMBLER SWITCH COMBINATIONS 


Description Price 
6A. S. P. Switch—Pilot Lt.—Textolite Plate... .......2cee cece eeees $2.85 
10 A. D. P, Switch—Pilot Lt.— -060 P! ate sue 6 6e06ebe Sb0e06 Caaweetde 3.30 
meee « a. fa be SO Ue Cede OHSS SE EA 2 OOS 1.90 
— “ 15A pe S ub he Wheeeushancedacsaded 2.20 
Switch— Tap & Pilot Light with beh héeed wane 6800.00 ckeE OC 3.35 

& Receptacle y  supeheds cee ob ede ntkece 1.75 





PLATES For Tumbler Switches a: Price P 
1 


Gang Gang Gang Gang 
er Brass Sore ed Finish .040 Tey. oe -10 $ .20 §$ .30 $1.10 








Brush Brass “ .040 . oa .30 45 135 
* Sprayed ? Dee. = «ena 40 .60 1.35 
6 “ Brush Brass * 060 * .... .25 .50 75 1.60 
Bakelite or Composition Molded...........+. 15 .30 45 i 
Twin & Triple B. B. or Bakelite Plates. outa .25 .25 
Comb. Switch and Recept. —Moulded Comp. . .30 .40 ene 
- Pilot Light .75 eccee ece eee 
Hubbell Bakelite Screwless Plates............ .60 1.10 1.60 2.25 
Bryant DeLuxe Wood Inlaid any Finish poesec 2.75 4.70 7.70 ooee 
AR Meet ~~ * ceeses 1.00 1.75 2.45 eee 
Guth Porcelain Enamel Plates............... -25 .60 1.00 cose 
Glass Mirror Plates. eediereaun ee 1.75 2.50 3.25 
Blank Plate .040 Brush Brass Finish.......... .30 .60 .90 sees 
SWITCHES, FLUSH PUSH 
Plate & Boxes Extra Price 
Standard Shallow Type Porcelain Cup—Single Pole beenncccesecceuseeus $0.40 
DEED  ccescccoceceovenesses 1.60 
s ° . S Pa WEE 665 cdseccescccsesessces 80 
e e . . - OG ” gndvccctdonnsscccovetes . 4.60 
Dae Tons Pasetets GaSe Fein oo oc ic coccccsesscsccsccvestses .55 
thee, - = ED | coc ncessececscecosscccncesceces 1.60 
e e = ° SD WEP coccccccccccocecescccoosceccecséess -80 
S S ° 7 1” essen eeccccccccce oeseccceeses 4.60 
























= Plate and Bones Extra—Continued Price 
| Special High Grade Composition Cup—Single Pole. ............0.00e00e $1.65 
- . - ses + LO ee ee . 2.00 
e ° a e S WE ccvccdceasccs cccceseseos SOD 
e e ° « « Rae cannes sos 4.60 
Lock Type Standard Porcelain Cup—S single Py: o0sssccekitunaaveas 2.00 
- . = ¥ DE enbeteneee ccossqesss ot 8. 
° e ¢ ed ¢ ae 5 co ecenieen Spbe eka 2 65 
- © . ” Ss © OF pavccncscnsehan aalece can 5 50 
Electrolier Re ere) LE \ 2 50 
IN 656s. 2n9¢.00 Shan s.60.5000 600s ee cements seé0enn 270 
Extra for Luminous Button Add Per Switch 40 
PUSH SWITCH COMBINATIONS 
With Plates Price 
Bryant 117 D. P. Indicat. Switch Flush Receptacle & .060 Plate......... $2.50 
413 One Push Switch- Bulls Eye ond olid Plate. . 4.80 
Disap. Recp. Bulls Eye—Solid Plate... 8.85 
465 “* D. P. Flush Switch & Pilot Lamp .060 Plat . 3.90 
467 “* Flush Switch—Flush Recep. —Bulls Eye—Solid Plate... - 6.15 
558 * Duplex * 7 00 
PLATES For Flusb Push Switches Price 
1 2 3 4 
Description Gang Gang Gee Gan 
Stamped Brass Sprayed inish ye Tay... 8 15 $ .3 ? 
Brush Brass . aa .40 
o “ Sprayed 080 " 25 .50 
- “ Brus Brass « ° a- © .30 .60 
Bakelite or Composition................ .20 .40 
Bryant DeLuxe Plates Wood Inlaid. 2.75 4.70 
™ vd “ All Metal... 1.00 1.75 
Guth Porcelain Plates...... 25 .60 
Glass Mirror Plates............... 1.00 1.75 
Blank Plate .040 Brush Brass Finish ... .30 -60 
Combination Switch & Receptacle Moulded . .30 .40 
” Push ss Recept. Plates .060 Brass. .50 
” Guth Enameled. .65 
. - ¢ na “ Mirror Glass. ... 1.75 





SWITCHES, SURFACE SNAP 
METAL COVERED SNAP SWITCHES 











30 
Poles Volts Type Size Amp. Amp. Amp. Amp. 
Single 125 Nan-ediesting oaeees Pony $ .35 eeun 60€e sauce 
- Indicating.......... * : aoe ike ik te 
. Non-Indicating...... Standard .60 $ .80 $1.50 $2.30 
° a2 oO erent _ .65 90 165 2.45 
Double 250 Non-Indicating...... . 95 1.10 230 2.80 
vs Ks Indicating.......... ps 1.05 1.25 2.45 2.95 
Triple = Non-Indicating..... . Ps coor’ CD COB 6 6 
e DINE, 0.5.0 c0tecn ° 3.30 4.10 5.00 
3-Way 125 Non-Indicating...... ” 1.10 1.75 2.45 2.95 
4-Way « Non-Indicating...... S 1.40 3.15 a aye 
Electrolier “ Non-Indicating.. ° bs jad 2.10 cece 
7" - SN eee st 2.30 
ALL PORCELAIN SNAP SWITCHES 
20 
Poles Volts Type Size ne ae Amp. Amp 
Single 125 Non-Indicating...... Pony $ .50 bons oée6 knas 
125 Indicating. . ™ cc peor ae dy st 
° 125 Non-Indicating.... ere - Standard 75 $1.10 $1.75 $2 60 
e 125 _—s Indicating... “ o -85 1.15 1.90 275 
Double 250 Non-Indicating. . sceave - 1.00 130 260 305 
. 50 Indicating.......... ™ 1.20 1.45 2.80 3.15 
3-Way 125 Non-Indicating...... - 1.00 145 280 3.15 
4-Way 125 Non-Indicating seeeee yo 1.60 3.20 bled bine 
Electrolier1 25 sesees 2 am 1.60 
125 _=Indicating.. e 1.80 
TUMBLER OR TOGGLE SNAP SWITCHES 
Metal or Composition Covers 
Single Double 3 4 
125-250 Volt Pole Pole Way Way 
5 Amp. Closed or Slott. Base. . $ .40 $ .95 $ .90 $1.50 
5 Amp. with Outlet Box Cover ord? .60 eves -00 ee 
10 Amp. Closed or Slott. Base.. 90 1.25 1.35 





SNAP SWITCHES FOR WOOD MOLD, CONDULETS, ETC. 
Metal Comes All Porcelain 


Single Pole 900 ce ene ees secetees 


PEED ccccccesssnsecesceve 1.20 1.10 1.20 7 is 
ED WERe oc ckakevesedcccceee sess 1.00 1.20 eee 
TEROBRPOMEER . . cc cces ce csestccese 1.50 1.50 diet 





A APS STUHES Pric 
Handles—Standard yee ar $.12—Ratchet Type.. Sasarer ee 


0 











.--$.20 
Bases—Porcelain 5 A me. © 12—10 Amp. $.15—20 Amp.. oe an 
Covers—10 Amp & Under Metal $. 15—Porcelain icon oo 
Over 10 Amp. [| » 2a SS .30 
CAN OPY, LEVOLIER, "ETC. 

PULL CORD SWITCHES—BODIES ONLY 
Small Socket Type Price 
aie Gos ci a OA a0 acdc ekecke HeeeieeShssceeeeeestes $1.00 
PND FU, 5 ba Ge OkedSeus 655s cee erocewheesanseapsrerecsecesese 1.00 
MBOOtGS——BISO PUM cen cisccccccccdccccccccevensssesoeesocgoccccccece 1.00 
PES EE Pai sia absdkes Chee cbctvesccbopcnsssscccaccecesece 1.25 
SP SS Gisnees 600000000008 504ees bbs ebooccceces .10 
f. NG its 66000 benesephseeeeebeteececesees .30 
P OOND Gin i onc caccsecdocadécsseserbevccccccce -20 
Addition Benes Cont BURR oes sd 5 co cpenestsscostueers Secesé -40 
or Small Slotted or Concealed Base. ........eceeeeeeees .35 
Caps and Bases Large Concealed Base...........eseeeeeeee cocccesee 240 
for Wend Mewiding BaGG ea oo00 0.4 8hde 60.008$ebbeseCiccce .35 
Above Switch Saasth Beet eee Brass Gakic ccccccccccccccccecs .50 
Bodies EE Ny CEE CIEE s 0 v0.0 cccccccccscicedce -65 
Box Be EID Cac cc ccccccscccacccecsecss 1.10 
3 ” Box Cover with Ring..........e+e00: 0600680060 23 
4” Box Cover with Ring...........ese00% Sbetcteoses Ue 


These putces apply only to the United States 
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Switches, Pull Cord Switches 
CEILING PULL SWITCHES MOUNTED ON BABY KNIFE SWITCHES—Any Make 
OUTLET BOX COVERS ‘ Porcelain Base Slate Base 
Arrow —H & H or Equal Any Make 125 Volt 250 Volts 
5020 For 3” Outlet Box Single PU nh comp etiiebekneneetescen $2.25 15 Amp. 30Amp. 15 Amp. 30 Amp. 
2021-25 “ 3%" . —3 & 4 Way-2-3 Circuit............ 2.75 Single Pole Single Throw. . F $ .60 $ .60 $ 70 
5026 “4 © Binge Pale. oo on.0-0 cveusa sooccesccessas 2.40 24 uble “ .. 1.00 : 
2027-31 «4" . « D. P.—3 & 4 Way-2-3 Circuit........... 2 85 Double : Single : 70 ‘ing tothe 
uble 1.30 seeee 1.40 
HEAVY DUTY PULL CORD SWITCHES, METAL COVER 
With 8 Feet Heavy Cord Price “cy 
S. P. with Small Porc. Slotted or Solid B.....cccoccccccccccsccccccces $2.30 TYPE “C” OPEN KNIFE SWITCHES 
D, F, with Small Pore. Slotted or Solid Bais peceesceesesesseeesecens 2.00 Slate Base Front Connected 
& 4 Point with Small Porc. Slotted or Solid B........ 2c ceeeeesecces -00 . P 
These switches can be furnished with side or bottom open, at same price. Front Connected Slate Base Not Fusible 4 2 raae 4 
- Pole Pole Pole Pole Pole Pole 
TYPE ‘‘O” PULL SWITCHES 
Sgl. . x 7 o ‘ KG evtaus “sve 
For Ceiling Fixtures or Ceiling Fans ° bia 500 VAG PT ee ee ees 
Single or Double Pole—3 & 4 Point Electrolier & Motor Control—Simivai to « « SS ee ee : 2 5 5 5 5 
ryant $2473 to 2480 with % Caps, cord & Ball Each.................. $3 .00 “= © A PERRIS 3 oo 3 00 3: os wets weet os 
-— = 7 ear 4.10 6 8.25 6.00 905 12 05 
CANOPY SWITCHES Price ey . nae ese’ -. 7.45 11.15 16 11.15 16.75 22.25 
Rotary Canopy Switches any style any make (except below).............. $ .35 
Tumbler Canopy Switches similar to G. E. 2381...... cc. ceeeeee cece .55 | Dbl. Throw 30 A. 250 V. Only.. 1.90 2.95 4.20 ..... cceee cece 
Pull Type P & yesie or 17—Arrow 340—Bryant 666.............-.-- .90 500 V. AC 
pd pa BBS eccecceccces 2.80 440 6.35 3.65 580 800 
LEVOLIER PULL SWITCHES 4. oy Maen atecetias 3:30 5.10 7:25 5.60 9.00 12.85 
McGill Co. a = 8 | | Vaeooererens 7.40 11.40 16.15 12.20 19.55 26.85 
Twi-Lite Canopy or Fixture Switch a poe Seecnebeseetececesceres $1.00 200 A... - 6.05 +s. 12.38 19 15 25.60 21.45 34.35 43.90 
snk, Swick 108: * i pebaaarg Lap aecenesebebensetienewevess = 
onduit Box ixture wite Terr rrrrererererre rere Te et) . 
Switch Hickey 64 & 64 A for above.......ccceeseceeeeeceeeseccceeess «15 SWITCHES, REMOTE CONTROL 





PENDANT SWITCHES 
With Brass Pendant Cap 
Brass Shell Pend. Cap Side Button 

















Bottom “ 

a Type ~~ a = 

All Porce ae Side = 
_ ws (10 Amps) * .85 
Pendant Switch & Current Tap. Comp. .........ccesceccccscccccseecs 1.00 
FEED THROUGH SWITCHES Price 
Metal Feed Thru Switch . lease ...$.50 
Composition Feed Thru Switch. Flat Back.. 50 
Composition Feed Thru Switch. Egg Shape... 50 
Composition Feed Thru Switch. Pony........ .45 
DOOR SWITCHES Price 
Open Circuit—No Box a LE FE SRG RELT YS ee re ee $3..0 
Le Oe o ..  cctecedierekesesbsncccb beet abthctesaneceued 3.70 
ee ee Se in no da wnt oweehas eds enneakadaevenenasenee -90 

DOOR SWITCHES & OPENERS 
Edwards—commonly used ty S Price 
#9 Door Opener Mortise Type $ 2.75 #152 Rim Type Flush. --..8 6.00 
— = 7” 31.25 $152 for Sur ned Conduit...... 25.25 
48A * = ° © 34.25 154 Mortise Type........... 5.75 
— | ° Rim ° 31.25 153 Plate Type............. 7.00 
50A * . - % 34.25 174 Door Switch. jess Oe 
51 ” = Plate “ 34.25 2000 Box for 174 Door SW.... 1.30 
51A * ° - 35.25 1541 Opener Mortise Type.... 10.50 
52 a = Mortise “* 38.25 
$239- -Latch for #52 “ ® 3.50 
Partrick & walle commonly used types 

SED: DID. 2 a. 6< cncctcivaes 75 "> ees eee $4.25 





MOTOR STARTING SWITCHES 
For Small A. C. Motors 


Arrow or H &H 
Tvigte ] Pole 
—20A 


Double Pole Double Pole 30A, 250 

song: 600 Volt 30 —_, 250 Volt 

rice rice Price 
%H.P..... coe $2.20 $2.40 
arr 2.30 2.30 5.10 
DDG Bis Bec cccces 2.45 2.45 5.30 
2 2.70 2.70 5.55 
Bryant 
Sentinel Circuit Breakers Single Pole for Protection of Fractional H, P. 
Motors No. BSB-1-2-4-6-8-10-12 and 14. .......ccccecsecseces esos $2.65 
Trumbull 

Small Motor Starting Switches 

No. 2221 —2 Pole 30A. 125 Volt—20A. 250 Volt —3A. 600 Volt without 


Crorbeed Preteetietss oo.cc cc ccccccescscncscccsevecces $2.00 


No. 2361 —3 Pole 30A. 125-250 Volt—3A. 600 Volt without Overload 

rotection Ree eee EEE REE EHH HEHEHE EEE EEES 

No. 2222-6—Single Pole up to 44 H. P. 230 Volt A. - and \ H, P. 115V. 
A. C. with Thermostatic Overload oven BS bbentsnees 2.90 





SWITCHES, KNIFE, ENTRANCE & PANEL 


ENTRANCE & PANEL SWITCHES 
30 Amp. 125 Volts, Plug Fused 





Location 
Description of Fuses Price 
Bamlide Pade, Tet. Beas oc oc ccccccccsccsceccescccesece Top .80 
™ - = TF bonds eksndsnneebeuhsbaweeeren Bottom .80 
S © FeO <6 66406006 ewes cons csocsacoosenes Top .85 
Triple © (asatlcnesiinsc eves ceaent se eeenss eaehernsse Top 1.25 
© cpddocadh ib ce ee edtebetes bébénethadegedeoues Bottom 1.30 
Double Pole Single Branch Kdiuh.desese edu cnndeeseedqnek To 1.30 
ic¢-bibblleneessnetiehbbennhos Bottom 1.30 
® © - Fae DUE. 0.60 66606i00ccce <e ‘op 1.50 
Double Pole—Double Branch Vere Mt lains nee chibobanben’ éxbs Sate 3.00 
Beste | pcccccevcencess soceceess 3.00 
Trip. to D. P. Double Branch WEG: DOMED ccc ccndicceusses 0600eese 3.15 
Horiz. Mains..... ce secccese 3.15 








TYPE ‘‘F’’—‘‘DIAMOND H” 


Single Pole Double Pole Three Pole Four Pole 

Amps Cat. No. Price Cat. No. Price Cat. No. Price Cat. No. Price 
30 716 $ 30.00 730 $36.00 790 $43.20 610 $ 54.00 
60 717 43.00 740 48.00 800 54.00 620 68 00 
75 718 50.00 750 55.00 810 60.00 630 76.00 
100 719 56.00 760 59.00 820 67.00 640 87.00 
150 723 100.00 770 108.00 830 124.80 645 146.00 
200 724 112.00 780 122.40 840 139.20 650 168.00 





SWITCHES, RESIDENCE, METER 
SERVICE, INDUSTRIAL, ETC. 








SQUARE D 
For Cadmium Plated or Galvanized Switches Add 40% 


SMALL SERVICE ENTRANCE SWITCHES 
30 Amp. “‘Square D’’ Switches Residence Type 





Numbers Volts Description 2 Pole 3 Pole 
97211-97311 125 For Plug Fuse Dee BBs 0 cbs c0tdci cc $1.70 $2.50 
99211-99311 125 av eres 1.75 3.00 
78211-78311 125 - Me DE Wlsnctn<-t0085e%s 2.55 4.10 
1211 Bee «= Pwo, Bate, Ba conc cc ceccncsosecese 1.80 ate 
97251-97351 250 Encl. Fused J Sere 1.70 3.20 
99251-99351 250 Fused Neut. conenetoeen Bea 4.35 

METER SERVICE SWITCHES 
Branch Fuses, Cabinets Attached and Wired 
Accessible Main Fuses 

Main’ Branch 
Cat. No. Amps. Voits Poles Neutral Fuses Fuses Price 
SK-2188....... 30 125 2 Solid 1 4 $6.75 
SK-2189....... 30 125-250 3 7" 2 4 7.75 
SK-BIG7.. 200% 30 125 2 “ 1 2 6.00 
SR-BIG7 .. voce 30 125 -  sseseess 2 4 7.25 
S K-2233....... 30 125 a> phedunke 2 2 6.50 





ENTRANCE RANGE AND LIGHTING SWITCH 


No. 38372.... Range & Lighting Switch 1-60A. 250V. & 4-30A. 125V. Br. $23.80 
No. SK-2259. Back Meter Plate & Switch Support for Above... 2 





SERVICE SWITCH 
Two Meter Combination 


No. 38312 For Range—Water Heater—Lighting Circuits............ $7.35 





METER SERVICE SWITCHES 
‘*Square D’’ Accessible Main Fuses Without End Walls 


These prices apply only to the United States 
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Meter Non-Meter 
Fused Test Type. Test Ty 

Amps. Poles For Neutral Number rice Number rice 
30 2 2 Plug Fused 30211 $ 4.00 10211 $ 3.65 
30 2 Sib Solid 30231 3.50 10231 3.30 
30 3 5 © 30331 4.50 10331 4.00 
30 2 2 Enc. Fused 30251 4.80 10251 4.60 
30 2 . = Solid 30271 3.90 10271 3.90 
30 3 Tie Solid 30371 4.80 10371 4 60 
60 2 2.9 Fused 30252 15.10 10252 14.20 
60 2 ..* Solid 30272 14.20 10272 13.30 
60 3 » e. Solid 30372 16.00 10372 15.05 
we 2 , Fused 302 23.85 10253 23.00 
2 4 ¢ Solid 30273 23.85 10273 22.10 
100 3 3 = Solid 30373 25.60 10373 23.85 
59 








PL-22 
Switches 


Switches 





METER SERVICE SWITCHES 
“Square D” Main Fuses Sealed Without End Walls 





Meter Non- Meter 
Fused Test “Ei Test Type 

Amps. Poles For Neutral Number —, Number rice 
30 2 2 Plug Fuse 36211 6211 3.10 
30 2 ye Solid 36231 * bo 16231 3.10 
30 3 i - 36331 3.7 16331 3.25 
30 2 2 Enc. Fused 36251 4.10 16251 3.70 
30 2 . = Solid 36271 3.80 16271 3.40 
30 3 iS Solid 36371 4.30 16371 3.85 
60 2 . * Fused 36252 12.90 16252 11.95 
60 2 » = Solid 36272 12.00 16272 11.10 
60 3 © Solid 36372 13.75 16372 12.85 
100 2 s = Fused 36253 21.25 16253 .35 
100 2 : = Solid 36273 21.25 16273 19.45 
100 3  /. Solid 36373 23.00 16373 21.25 
MISCELLANEOUS Price 

Enclosed Double Branch Cutout No. 35211—30 Amp. os Volts.. 35 
Fused Plug Receptacle. 5021—30 2.20 
Cartridge “ 5001—30 “ 250 OD akesnaens 5.65 

Cabinet Porcelain Fuse Block ee en 1,25 





UNIVERSAL METER SERVICE SWITCHES 
_ Sanare D”’ Meter Service Types 


Single Typ ang Type 
No. 32211 or 33211, .$3.70 All30 Amp. 125 Volt Bie. 12911" a3 11....94.15 
DE, SEED cc vecccese 4.00 Single Phase & DC BUEN cc vecccece 4.45 
Pes SER becckeews 4 60 without end walls No. DREGE cceccccice GE 
No. #4311. 5 25 





METER SERVICE SWITCHES 
uare D’’ Without End Walls Live & Dead Fuse Type 


METER TESTING : 
Number Amps. Pole Fused Neutral Description Price 
55211 30 21 Plug Solid Single Type Fuse eer $ 2.35 
58211 30 22 Fused Live eseees 2.95 
SK-916 30 Ba: Sclid . = | eseenes 2.95 
55311 30 3 : » Solid . e pe © Dead penton 2-2 
57311 30 3 ~ - - . veer . 
15211 30 a * ° Gang Type Fuse Dead...... 2.80 
18211 30 ss Fused Es wsscce 3.35 
39231 30 2 © Solid Gang Type Acces. M. Fuses 4.40 
331 30 2 - Gang Type Acces. M. Fuses 5.20 
15311 30 323 °¢ Solid - 7 jead...... 15 
17311 30 i ia - e a eee 4.15 
58251 30 22 Cart. Fused Cartridge Fuse ire, senneens eo 
26251 30 2 32 BRB. ccc cece 4.0 
57351 30 2 = Solid pe BAvOccccccece .05 
28252 4 : : - sueed Z . = apewkesce 8. 4 
27312 | i a ae ee , 
14312 60 7 = - on * Dead - 19.80 
8253 100 3 2. * Fused a © Dipicccesees 15.05 
27313 1 : : - Solid " ; De gorreeese ef 
14313 100 ead........ ° 
NON-METER TEST TYPE. ‘ 
Number Amps. Pole Fused Neutral Description Price 
26311 30. 3 2 Plug Solid Plug Type Fuse Dead....... $ 2.58 
26351 30 3 2 Cart. Cart. Type Fuse Dead...... 4.05 
SK-659 30 3 2 Cart Switched Cart. Type Fuse Dead...... .60 
SK-660 60 aie Cart. Type Fuse Dead...... 11.70 
SK-674 100 eh ws Cart. Type Fuse Dead. 19.20 





POLYPHASE METER SERVICE SWITCHES 


**Square D’’ Accessible Main Fuse Type 
METER TEST TYPE 


Number Amp. Pole Fused Price 
30391 30 3 i 
30392 60 

30393 100 3 

NON METER TEST 

Number mp. Pole 

10391 30 3 

10392 60 3 

10393 100 3 





**Square D”’ Sealable Main Fuses 
METER TEST TYPE 


Number Amp. Pole Fused Price 
36351 30 3 PGs obecdnsenaneesecedtodeenesess 11.00 
36352 60 3 S © ceescssues eccccescccccccccs eos 17.80 
36393 100 3 S cosvcecee Coeccccccccccccoecese 26.50 
NON METER TEST 

Number Amp. Pole Fused Price 
SK-671 30 3 BD Giese cccccccscccscsccccccecenseses 4.60 
SK-672 60 3 De sees neessonequcnseccncsenacese 11.70 
SK-673 ee - 19.20 





FITTINGS FOR STANDARDIZED Swiss 


Price 








End Walls 3 Amp. Switches...... 30 
0 & 100 Amp. Nn oe Su oe os cere .80 
Trough Closing Plates No. 20533 & 34. 10 
Connecting Trough No. 20733—3'4" Long. 45 
20738—8'4"  “* .80 
U niversal End Wall & Shutters... .. P .80 
Meter Shutter only No. 24358 15 
OUTDOOR METER BOXES 
Galv. or 
No. Description Black Cad. Plated 
ees .With Test Block $7.25 $10.00 
- BEBE. ccvcvccccecsseses Without Test Block 5.00 7.70 
12611 W. P. Meter Sw. Box 10.00 





TYPE C—“Square D”’ Single Throw, Industrial Switches 
Quick Break Only 


Fused and 
250 Volts reals 575 V. AC with Arc Suppres. , Unfused. 

Amps. 2 Pole ole Ane. oe eee Pole 
30 #85251 $3.20 #85351 's 5.20 0 5 Fused. . 46341 $10.95 
60 #46252 $8.20 #46352 10 30-60 or8V. Not Fused 41342 10.95 
60 Solid Neutral #47312 9.10 60 575V Fused... 46342 13.65 
100 #45253 $12.70 #45353 15 50 100 B75V. Not Fused 41343 17.30 
100 Solid Neutra! #48313 14.60 100 575V. Fused... 46343 21.85 
200 #46254 $20.00 #46354 26.40 200 575V. Not Fused 41344 29°15 
200 Solid Neutral #47314 22.75 200 575V. Fused ‘ 46344 38.25 


TYPE A WITH ARC SUPPRESSORS 


“Square D”’, Industrial Quick Make & Break, Single Throw 
230 V. Dec. and AC. — 250-600 V. DC. and 575 V. AC. Unfusible 


Amps. 2 Pole Pole Amps Pole Po 

x30 ease 260ee #80351 $13.65 x 1252 $9.55 #81351 $11.40 

60 #86252 13.65 #86352 18.20 30-60 #81262 12.75 #81342 15.95 

100 253 #86353 27.30 100 .95 $81343 24.10 

200 #86254 36.40 #86354 40.95 200 #81264 28.20 #81344 34.60 

= #86255 81 -. #86355 90.75 400 #81265 81.50 #81345 90.75 
#86256 #86356 127.85 600 #81266 118.00 #81346 132.00 


107.2 
360 Amp. Sw. with *30 Amp. Spacing 


30 AMP. TYPE C 
“Square D’’, Quick Break, Industrial, Single Throw 
250 Volts Single Throw 


(x—250 Volts only). 





‘ole Description ‘ole 
No. 89251 $3.20 Quek Make & Break No. 89351 $ 5.20 
91251 2.65 ot Quick Break 91351 4.00 
x90251 7.75 Quick Break Only x90351 10.00 


(x 60 Amp. Switches with 30 Amp. Clips). 


TYPE ‘‘C’’ SWITCHES 
Cutler-Hammer (T-V) —— _ Industrial Type 





Series 4 
250 Volts sg or AC Fusible * ove Volts AC Fusible 

Amps 2 Pole Pole Anse 3 Pole 4 Pole 

30 4131H2 $ _ 20 rrtpr $ 5.20 4131H24 $10.90 4131H34 $18.20 
60 4131H3 8.20 4131H14 10.00 60 4131H25 13.65 4131H35 20.00 
100 4131H4 12.75 4131H15 15.50 100 4131H26 21.85 4131H36 36.40 
200 4131H5 20.00 4131H16 26.40 200 4131H27 38.25 4131H37 51.90 
400 4131H6 49.15 4131H17 67.35 

125-250 Volt Solid Neut. Fusible Non-Fusible Type 250 DC . or AC 

mps ‘ole 4 Pole mps ole 3 Pol 

30 4131H39 $ 6.75 4131H44 $ 8.20 x30 4131H54 $ 3.20 4131H58 $ 4.10 


60 4131H40 9.00 4131H45 11.40 60 4131H55 8.20 4131H59 





100 4131H41 14.60 4131H46 20.50 100 4131H56 10.90 4131H60 12.30 
200 4131H42 22.75 4131H47 31.85 200 4131H57 19.10 4131H61 22.75 
400 4131H43 63.70 4131H48 82.00 x30 Amp 250 Volts Only 
ENTRANCE SWITCHES, LIGHT TYPE 
Cutler-Hammer (T-V) 
2 Pole 3 Pole 

Amps Description Numbers Price Numbers Price 
30 For Plug Fuses. .........+. 4141H1&2 $1.65 4141H3-4 $ 2.90 
oe Seer so nccecas ‘Srhbabeaed soetan 4141H5 2.25 
30 For Cartridge Fuses........ 4141H6&8 1.80 4141H9-10 3.60 
30 For Cartridge Fuses........ H4141H7 Wee ‘Meabaeadecs sidceh 
Pg en Sa eenrre 4141H11 3.25 
30 Non-Fusible..........cc00. 4141H23 2.35 4141H24 4.10 
60 For Cartridge Fuses........ 4141H13 6.70 4141H14-15 7.80 
GP Pere Denese SP Faces isescesss sagen 4141H16 7.45 
100 For Cartridge Fuses........ 4141H18 1 4141H19-20 12.65 
RR Se EO OE Oe eee 4141H21 11.90 








METER SERVICE SWITCHES 
Cutler-Hammer (T-V) Without End Walls 


Meter bee | Type Without End Walls 
Live Fuse Type 


30 For Plug Fuses............ 4307H1&5 $2.95 4307H9 $ 3.70 
30 For Cartridge Fuses........ 4307 H2&6 3.30 4307H10 4.05 
60 For Cartridge Fuses.. . 4307H3&7 8.45 4307H11 8.90 
100 For Cartridge Fuses........ 4307 H4&8 15.05 4307H12 16.00 
Dead Fuse Type 
30 For Plug Fuses...........-. 4309H1 2.40 4309H3 3.70 
30 For Cartridge Fuses........ 4309H4 3.80 4309H6 4.30 
60 For Cartridge Fuses........ 4309 H7 12.00 4309H9 13.75 
100 For Cartridge Fuses........ 4309H10&11 21.20 4309H12 23 .00 





SAFE-LOCK METER SERVICE SWITCHES 
Cutler-Hammer (T-V) Without End Walls 


Accessible Main Fuses Without End Walls 
est Type 





30 For Plug Fuses............ 4325H1&2 $4.00 4325H3 $ 4.50 
30 For Cartridge Fuses........ 4325H4&5 4.80 4325H6 4.80 
60 For Cartridge Fuses........ 4325H7&8 15.05 4325H9 15.95 
100 For Cartridge Fuses........ 4325H10&11 23.85 4325H12 25.60 
Non-Test Type 
30 For Plug Fuses............ 4327 H1&2 3.65 4327H3 4.00 
30 For Cartridge Fuses........ 4327 H4&5 4.60 4327H6 4.60 
60 For Cartridge Fuses........ 4327H7&8 14.15 4327H9 15.00 
100 For Cartridge Fuses........ 4327H10&11 23.00 4327H12 24.00 
POLYPHASE 
Meter Service and Entrance Switches 
All 230 V.—A. 


Without fed Walls 
30 A 60 A 100A 200A 
sit. 35 =. 60 


"Mastaites 





Sealed Fuses-Meter Test 3 Phase 3 wy . oa. 30 $57.20 
, »: > oe 13.85 45 50.15 90.88 
Acces. . ? ian 3 = 11.45 a: 15 30.80 66.00 
2s a > : 4 - 15.60 37.00 53.70 98.60 
. “Non fe ~ : . : = 10.85 19.35 29.05 48.40 
. « « = ie 11.45 21.15 30.80 56.35 
UNIVERSAL METER SERVICE SWITCHES 
Cutler-Hammer (T-V) 

No. Without End Walls Price 
4311H1 webeten ~ Standardized Meter Service Switches a 
4311H2 Branch Circuit Type. 
4311H3 
For Detailed Description See Cutler- Hammer (Trumbull Vanderpoel) PO 

SHUTTERS END WALLS Papier 
Cutler-Hammer (T-V) 30 Amp Amp. 
Single Piece End Wall used wan - beedeveéeebeenuset $.35 $.80 
Shutters for Shutter Type End Wall. ................0005- 15 .30 
SD SS FIs 0.:0.0-0.6-006500006 Joveenecenwasennrbeuins ‘J .80 


Universal End Wall... .. Pe ee 
TYPE ‘‘A’’ SWITCHES 
Single Throw—Series 4111 
Fusible 1 Volt DC o AC ty x4 575 Volt ae 





Amps. 2 ole Amps 3P 

30 4111H1 $10. 90 4111 20 $13.65 30 TTT ot $16.40 411130" $20.00 
60 4111H2 13.65 4111H21 18.20 60 4111H12 17.30 4111H31 20.95 
100 4111H3 20.95 4111H22 27.30 100 4111H13 27.30 4111H32 31.85 
200 4111H4 36.40 4111H23 41.00 200 4111H14 42.80 4111H33 52.80 
400 4111H5 68.25 4111H24 91.00 400 4111H15 100.00 4111H34 109.20 


These prices apply only to the United States 
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Switches 





TYPE ‘‘A’’ SWITCHES _ 
Single Throw—Series 4111 <;, , 


et { >“ 250DC or 500-600 ac . 
Amps 3 Pol Amps. ail Pol Pole 
x30 4111] aay 9.55 4111H84$11. 40 200 4 H77$28. 20 4 4111 Hs7834. 60 
80-60 4111H75 13.65 4111H85 15.95 400 sins 81.90 4111H88 91.00 
100 4111H76 20.95 4111H86 24.10 














x250 V. only. 
MOTOR STARTING SWITCHES 
Manual Operated Cutler-Hammer 
Single Pole Push Button with Overluad Protection 
Typeof Type of D. C. A. C. Current 
Switch Rel la Number 115 } 110 ¥ 220 V. Cycles Price 
QSOs cons Fast Trip 9101H1 % H. P.% H, P.% H.P. 25-60 $2.85 
Enclosed... * « 9101H2 3.70 
Ost vse00 Slow * 9101H54 m *: e e 2.35 
Enclosed... * * 9101H55 ° ° e bd 3.70 
Series Pecntigticn Amps Volts 2Pole 3 Pole 4 Pole 
4151H1 ages Duty Motor Sw. {HP 
ia ntibecnetine bean 208 DEG civics. sovves 
9115H1 Motor Switch with Thermal 
WE «So ctntasesseoas ToOD. cscs $13.90 a9. 30 
4231H Forinfrequent Duty....... 30 220 6.85 9.75 
4246H Forinfrequent Duty5HP.. 30 220 12.55 13.20 16.65 
H_ For infrequent Duty 7%4HP 30 Ge écktdec 19.65 23.65 
H_ Forinfrequent Duty74HP 60 220 17.30 19.65 26.85 
SMALL ENTRANCE SWITCHES 
vers deal Electric Closed or — Ends 
Num 3. Volts Fus 2 Pole 3 Pole 
5790 EW = Base.. “we 125 For 1 Plus Aang paped Re <- cade 
5791-2-3-4 & 6893....... 125 “* Plug Fuses..... 1.85 $3.45 
5801-5892 Porc. Base .... 30 ee ee bee .85 2.40 
13640-13641 Kappa...... 30 250 No Fuse-Slate Base.. 2.75 4.10 
13642-43 & 13743 Kappa,. 30 250 For Enclosed Fuses.. 2.75 4.35 
13221-13321 Quick Break. 30 250 - “ o « &® 5.20 





STANDARDIZED MAIN ENTRANCE SWITCHES 
Trumbull Electric Single Phase or DC Solid End Plate 





16361 to er 125-250 For Baoee Fuses...... $3.30 $4.10 
ae Se pe oe *: 65 4.40 
16381 * 16388.......... 60 “250 ° - 9.25 9.70 
16301 * 16398.......... 100 250 “ « 7°15:85 16.75 
STANDARDIZED METER SERVICE SWITCHES 
Trumbull Electric For Meter Testing Open End 
Without End Walls 
1 to 16309.......... 30 125-250 For Plug Fuses....$ 2.95 $§ 3.75 
16315 * 16324.......... 30 Encl losed Fuses. 3.35 4.10 
16330 * 16338.......... — - + 8.45 8.90 
16341 * 16348.......... a . ya s 15.05 15.95 





ACCESSIBLE FUSE METER SWITCHES 
Trumbull Electric With Test Blades With and Without 


End Walls 
COD onc ccstbossensee ae 125 Og | Ptug Puss $3.55 ..... 
18211-1831}..... eceseioe OD 125 © Plug Fuses..... 4. $4.55 
1BIZL.......sccccccccee 80 125-250 °* 1 Enclosed Fuse 3.95 ‘aoe 
18221-18321 tte a o> ° Enclosed Fuses. 4.90 4.90 
SE cctneecacs SSC = 15.50 16.75 
18123-223-323.....3:.... 100 * * “4 g © 24.65 26.40 
Ae » °° Without Test Blades 
TN erpeben 30 25 For 1 Plu Fuse....$ 3.35 o+ee 
i MEE Rcecsecccccce 30 125-250 Plug Fuses. 3.70 $4.05 
GR ccccchoes seecee — oe “ Enclosed Fuse 3.95 ix 
19221-193215<...... noes ae ae “ Enctosed Fuses. 4.65 4.65 
19122-222-322:........ _— =. 2 . << F - 14.50 15.85 
19123-223-323. .......:. > .* “ - * 23.35 24.65 
tNo Edd Walls. tTWith End Walls. 





SEALED FUSE METER SWITCHES 
Trumbull Electric With Test Blades With and Without 





End Walls 
30 125 For 1 Plug Fuse....$ 2.40 oni 
30 125 Plug Fuses.... 3.55 $ 3.75 
30 125 * 1£Enclosed Fuse 3.85 ohn 
30 125-250 * Enclosed Fuses. 4.10 4.35 
ae dill. S 7 - 13.25 14.50 
100 - - ° “é - 22.00 23.75 
30 125 For 1 Plug Fuse... .$ . * eekeen 
30 125-250 Plug Fuses..... $ 3.30 
30 125 “ 1 Enclosed Fuse 3: is bivan 
30 250 “ Enclosed Fuses 3.75 3.90 
60 250 “ Enclosed Fuses 12.35 13.65 
60 250 “ Enclosed Fuses 20.70 . 00 





tWith End Walls. " 
UNIVERSAL METER SERVICE SWITCHES 


TNo End Walls. 




















ENTRANCE RANGE AND LIGHTING SwitcH 
























#18422-2W Switch with 1-60 A., 250 V. & 2-30 A. 125 V. Branches... .....$23.00 
18422-4W Switch with 1-60 A., 250 V. & 4-30 A. 125 V. Branches. 23.80 
END WALLS, SHUTTERS, TROUGHS, ETC. 
Trumbull Electric ‘i A 
30 A. 60 100 A 
End Wall One Piece for Standardized Switches...... «+» $.30 $.80 $. 
End Wall One ey for elyohene SIRENS, ..ccciccece -30 -80 -80 
Shutters for End Walls for Standardized Switches ...... 15 30 -30 
Shutters for End Walls for ed ee Switches......... a thee. Shibe 
Troughs 2-3" & 4... $.40 5”... .$.45 6”....3.50 tadere = | 
TYPE “A” INDUSTRIAL SWITCHES 
Trumbull Single Throw, Quick Make & Break 
230 Volts Fusible 230 Volts—No Fuse 
Amp 2 Pole AC-DC 3 Pole AC Only 2 Pole AC-DC 
See cone $10.95 72321 $13.65 36221 $ 9.60 
Ee 2222 13.65 72322 18.20 36222 11.85 
eo 73233 20.95 72323 27.30 ‘36223 20.00 
eeocecoces 72224 36.40 72324 41.00 36224 25.50 
Trumbull ““SNUF-ARC”’ TYPE 
Fusible o Fuse 
2P. 230-575 3P. 230-575 2P. 575V 3P. 230-575 
Amp C & DC AC Only AC & DC AC Only 
Wiss doen 72261 $16.40 72361 $20.00 36261 “s12. 75 * 36321 $11.40 
See 72262 17.30 72365 21. 36262 3.65 36362 15.95 
BE so ceces 72263 72363 31.85 36263 20.96 36363 ++ = 
Bees sees 72264 43.25 72364 52.80 36264 28.20 36364 
*230 V. AC. no Smut A Are 
TYPE “C” SWITCHES 
Trumbull 20 0. the ow, Quick Make & Break 
usible 230 V. No Fus 
Amp 2 Pole Ve om ae ac Gel oI Pole AC AC-bC” 3 Pole oe 
Dc bossccees 40221 $ 5 ys 136 135 20321 $ 6 
ee 40222 20 10322 10. oo 0222 8. Fi 20322 8:68 
BD wcccceer. 40223 12.75 40323 15.50 20223 10.95 20323 12.30 
TED. vcvvsede 40324 26.40 20224 19.10 20324 22.75 
Fusible Solid Neutral 
4 230 2 3 
Amp 230 AC-DC 3Pole V.AC 3 Pole Blades 4 Pole Blades 
GB. c wocccvces 222 44322 $10.50 43322 $9.55 43422 $11.85 
BER. ccccccecs 44223 13.20 44323 15.95 43323 15.00 43423 20.95 
bce cccbeccd 44224 20.50 44324 26.85 43324 23.20 43424 32.30 
WESTINGHOUSE 
All 30 Amp. Porcelain Base 
2 Pole 3 Pole 
“Midget”—S. N.—1 Blade—1 Fuse—#62612 & 62613 $1.75 ...... ...... 
“Type 00” Fusible—125-250, V.— —Plug Fuses. 60969 1.80 #60961 $3.00 
* —8§. . - 60091 1.75 62328 2.70 
- © — §, 3 Bla des aS PR 60962 3.00 
=~ —Not Fustble2 Blader—250 Volt. 60990 2.55 62352 2.70 
e , A a i - re avestsaes. 6abene 62365 4.00 
Ss —Fusible Cart. Fuses—250 .. 60989 2.45 6 4.30 
bd e » *  —§.N.250 V. co ceccse 62852 3.20 
. 9 y2 © ae ®S Dscsccce ctsens | 4.30 
“Type wks” Fusible Cart. Fuses—3 
ESN PORTE EL REE: OO eeees 545101 5.20 
ae WK-45” S. N. Fusible Cart. Fuses— 
3&3 Bladeo— 250 V.... wc cccccccee 545301 5.20 545341 5.20 
“Type WK-45” Non-Fusible— 2 and 3 Pole 
a i ndkees60ns chan anes ceea dhe mah 545001 4.20 545001 4.20 





TYPE C METER ENTRANCE 
Westinghouse ‘““‘WK-62’’ Quick Break 


2 Pole roi 3 pa) Ye 4 Pole Fusible 
60 Amp.—230 Volts. .... 62304 $9.1 $10.90 62307 $13.60 
=. eee 6: 13. 80 62308 17.25 62311 29.05 
ae, errr er 62312 21.80 62313 29.05 62315 47.20 





SOLID NEUTRAL FUSIBLE 
Blades—2 Fuses 3 Blades—2 Fuses 


60 Amp.—3 Poles. .........eseeeceeecs #62332 $9.15 #62306 $10.90 
100 5 —B nln cccccccccccccccccces 62330 14.55 62310 17.25 
BD 8 mB ln ccccccccncescsovesss 62331 22.70 62314 29.05 





UNIVERSAL METER SERVICE SEALED MAIN FUSES 
Westinghouse ‘“‘WK-57’’ Meter Testing 

One & Two Circuit 

57 $3.70 


924 . All 30 Amp. 57925 $5.00 
926 4.05 125 Volt 57499 4.60 
57928-31 3.60 Plug Fuses 57928 3.60 
57498 5.25 57500 5.25 





STANDARDIZED METER SWITCHES 
Westinghouse ‘“‘WK-54’’ Without End Walls 


Dead Fuse Type Live Fuse Type 
1 3 Po 





bull Electric Without End Wall amps. “For No. Price No. Price No Price No. “Pri 
c thout En alls mps. or °. rice °. rice °. rice °. rice 
— 30135 For 1 Plug Fuse........ TT 30 Plug 61140 $ 2.2 ‘ seas 24° os $2.95 59442 § 3.70 
30 128 Ford Plug Fuse........ 6.30 \ 2 30 eoed Oh 1 jeerrades = < Se fe 
30 125 For2Plug “ Solid Neu. ..... Gia | 2 Macget San ‘éciad- “20° 1 3.30 60227 4.05 
80 125 For3 Combinations... 5.30 5.30/ $9 6 115) 13/80 Olisi 13:65 “S0d6i "8140" 00220 8.85 
OO 125 For 6 ComMactions...-_ 5.09 5.091 « 61152 21.10 61153 22.80 50463 14.95 60232 15.90 
POLYPHASE ENTRANCE & METER SWITCHES METER SERVICE AND ENTRANCE SWITCHES 
Trumbull Electric. ‘ aa ACCESSIBLE FUSE TYPE 
mp. Pp. “ -65"" 

Series Nos. Style 3 Wire 4 Wire 3 Wire 4 Wire Westinghouse “‘WK-65 ve 
16379 Entrance—“DO-ALL” RC eesis  eeeee eke With Test Facilities Without Test Facilities 
15321-15623 Acc. Fuse—Test Conn. 11.60 $15.60 $21.10 $37.00 Fused 2 Pole 3 Pole 2 Pole. 3 Pole 
17321-17623 Acc. Fuse without Test Conn. 10.95 12.80 9.40 22. Amps. For No. Price No. Price No. Price No Price 
26321-26623 Sealed Fuse with Test Conn. 11.50 14.40 17.60 33.50 30 Plug 65000 $3.50 ...... ...... — Fe er 

100 Amp. 30 *" 65001 4.00 65002 $ 4.35 #5011 .65 65012 $ 4.00 

Series Nos, Style 3 Wire 4 Wire 30 Enclosed 65055 3.90 ...... ....-- [iP eisess deveke 
15321-15623 Acc. Fuse—Test Conn.......... ecccce $30.80 $47 as = ™ 65003 .85 65004 4.85 65013 4.60 65014 4.60 
17321-17623 Acc. Fuse without Test Conn........ 05 33.4 ® 65005 14.95 65006 15.85 65015 14.10 65016 14.95 
26321-26623 Sealed Fuse with Test Conn....... - 27.30 44. oo ‘ 190 © 65007 23.70 65008 25.45 65017 22.80 65018 23.70 

These prices apply only to the United States 
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HE electrical industry knows that G-E _ thousands of homes, gas stations, hospitals, 
Code Wire was used in the sky-pierc- schools, theaters, factories, and everyday 


ing Empire State, Chrysler, and jobs to be wired. And these, 
Irving Trust Company buildings also, should be protected for life- 
in New York, and the colossal time electrical service by the 
Merchandise Mart in Chicago. use of G-E Code Wire. 

For such monumental structures 


the qualifications of G-E Code Reputations are built on every- 


Wire are well known. GENERAL day work. Make everyday jobs 
But for every world-famous build more good will for you by 


building erected, there are ELECTRIC using G-E Code Wire. 
CODE WIRE 


MERCHANDISE DEPARTMENT, GENERAL ELECTRIC COMPANY, BRIDGEPORT, CONNECTICUT 
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Bie electrical tie-ups . . just accidents ? 


Wise electrical contractors recognize more and more their responsibility in forestalling ex- 
pensive tie-ups—tie-ups that may be due to a single defective bit of wire or conduit. Such con- 
tractors cnoose only quality materials . . . Of course, dependable wiring supplies and second-rate 
supplies often look much alike. But there’s one sure indicator of quality in ithese materials — the 
name and reputation of the supplier. Graybar’s reputation for quality started back at the beginning 


of the electrical industry. # Uy GravbaR 
9 Tayba 


OFFICES IN 76 PRINCIPAL CITIES. EXECUTIVE OFFICES: GRAYBAR BUILDING, NEW YORK, N. Y. 
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3 
“TUNING IN” 
Ty 
Inc 
<n 
Contractors realize as never before that a sound business cannot be built without Profit. *#)°'’ 
There is more open mindedness today on this subject than we have found in years.. %* 
Apparently the presence of the sheriff just around the corner has had a sobering effect. + Bo 
JUST COMMON SENSE 
« The large number of inquiries we have recently received for our Booklet "'Profit—Your 
~ Silent Partner" offers convincing proof that more contractors are becoming profit 
minded! 
PAY PROFITS 
If you are interested in more profitable business, rather than just more business, you 
will want to learn how others are using The National Electrical Resale Price Service to 
insure a profit on every transaction. We will gladly send full particulars without obliga- 
tion, of course. Attach the coupon below to your letterhead. 
Henderson-Hazel Corporation, 
5005 Euclid Avenue, 
Cleveland, Ohio. 
Gentlemen: 
Without obligation please send us your booklet, "Profit—Your Silent Partner.” 
ne a TET EE NEE ete EME REDD ol We eee eI aaa FOS NAD. BORLA SY Her WE 
NOD wiscercinacsiceioansuistinescsinihehuiiilenidianientanntiaadishiiinintipincens sitewhintesinsheabinnphiiiialialiabidiidacssabalininitaicaddineaaniats 
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THEY KEEP A-RUNNING | 
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14 Horse Power Century 

Type RS Repulsion Start 

Induction Single Phase 
Motor 


Gi 


} 
b 
we 





Starting Heavy Loads 


In starting compressors, electrical refrigerators, re- 
ciprocating pumps and other similar hard-to-start 
apparatus, the high-starting torque of Century 
Single Phase Motors (brush-lifting type) is a feature 
of particular value...In addition, their low-starting 
current generally permits the use of full-load oper- 
ating fuses for starting ...““They Keep a-Running”’. 


Built in standard sizes from '/s to 40 horse power. 





MOTORS 


40 U.S. and Canadian Stock Points and More Than 75 Outside Thereof 
CENTURY ELECTRIC COMPANY, 1806 Pine St., St. Louis, Mo. 


SINGLE PHASE, THREE PHASE AND DIRECT CURRENT MOTORS » MOTOR 
GENERATOR SETS » ROTARY CONVERTORS ~» FANS AND VENTILATORS 





aes 


FOR MORE THAN 27 YEARS AT ST. LOUIS 
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PL-24 
Switches Switches Sx 
POLYPHASE METER SWITCHES Noark Doall Without End Plate 
Westinghouse ‘‘WK-54’’—Sealed Main Fuses 2 Pole 3 Pole Si 
30 Amp. $60266—3 Pcle—230 Volt AC—Less End Wall............ $11.00 | Amps. Fused For Numbers Price Numbers Price 
60 * 60267—3 * 230 * - . a © evessceddcacd 16.70 . RSS 913123-911123 $ 2. 95 912333-014333 $ 3.75 
100 * 60268—3 “ we °¢ * . . » antec 26.30 | 30A_ Enclosed........ 921223 3.30 922333-924333 4.05 
60A ¢éegones 921226 8.40 925336 8.90 s 
Westinghouse **‘WK-65"’—Accessible Fuses ae Sere e 921221 1495 925331 15 .85 
Meter Test 3Phase 4W.-S.N. Non-Meter Test 
30 Amp—Less End Walls.. 65100 $11.00 65143 $15.00 65103 $10.40 “TYPE C” ‘*‘NUBLADE’’—Quick Break 
60 * ss *.. 65101 20. 65146 35.95 65104 5 
100 * “ «© #2) 65102 29:80 65141 46.45 65105 28.05 230 Volts Fusible 
Pt - - Pets , - R Pole Pr - é Pole Pri x 
METER TRIMS—END WALLS—TROUGHS wo” Name PS, Nag’ het Name sPsiGs 
For Meter Switches 60 8226 8.15 8236 10.00 8246 12.7 30- 
100 8221 12.70 8231 15.40 8241 26.30 
One Phase Bester TG. cc ccccccasesancesesscuececs $0.80 200 8222 19.95 8232 26.30 8242 43.55 
Blank End Wallor Shutter Type End Wall. ‘a .80 400 8224 49.00 8234 67.15 8244 86.65 
Shutter Type ae = TT anal Trim. ee ° e 
New Universal Trim wit Diickeckeeones ee ‘ sess 
past try or ae Plate -_ pa 230 Volts Solid Neutral 4 Pole 
Wiring Trough 2-3 & 4"long . 40c—5” .45-—6” 50c—7” bbe . : . _ . 
Fuse Receptacle $R57252.............. EAOD. FORhc. 06. 0c0nc0seesscse’ $1.25 i oe e550 ‘Moaa $1000 
60 All Solid 8936 10.00 8946 14.50 10€ 
“TYPE A’? INDUSTRIAL SWITCHES 100 Switching Neutral $031 15. 40 8941 28.15 104 
Westinghouse ‘‘WK-66""—Quick Make & Break 200 2 8942 45.40 10 
Amps, 2% VY; PC—280 V. ACHFusible 600 V. DC—875 V. AC—Fusible 400 see 7.15 86s 90.78 be 
mps. 2 Pole 3 Pole 2 Pole ole = 
30 | #66100 $10.90 #66101 $12.70 #66020 $16.35 #66021 $19.95 Non-Fusible 104 
60 66103 13.60 66104 18.15 66023 17.25 66024 20.90 2 Pole 3 Pole 4 Pole —_ 
100 «666106 =. 20.90 66107 =. 27.25 66026 «= 27.25 166027 = 31.75 250 V.-DC-230-AC 230 Volts AC | 230 Volts AC 
200 66109 36.30 66110 40.85 66029 42.65 66030 52.65 30 8723 $3.15 8733 $ 5.15 8743 $ 8.15 
250 V. & 600 V. DC Non-Fusible 230 & 575 V. AC—Non-Fusible | ,60 pak Ro yak ass aes 3-S 
AnO. #00127 — 9.55 #66128 - ol11.35 #66129 Pols 16.35 200 8722 19.05 8732 22.70 8742 38.10 Nu 
30-60 66047 13.60 66048 16.35 66049 21.80 400 8724 36 . 30 8734 47.20 8744 63.55 72) 
100 66056 20.90 66057 24.50 66058 31.75 aa : 7 72 
200 66059 28.15 66060 34.50 66061 46.30 Quick Break “TYPE C”’ ‘‘NUBLADE’ 575 V.-AC 431 
413 
575Volts AC Fusible 575 Volts Non-Fusible 
“TYPE C’”’ INDUSTRIAL SWITCHES 3 Pole 4 Pole 3 Pole 4 Pole — 
” c 
Westinghouse “WK-97 —Quick Make & Break Amp. Number Price Number Price Number Price Number Price 
250 V . DC—230 V.AC-F usible 575 Volt AC-F usible 30 8433 $10.90 8443 $18.15 8633 $ 8.15 8643 $10.90 
Amps. 2Pole 3 Pole __ 3 Pole 4 Pole P 60 8436 13.60 8446 19.95 8636 10.90 8646 18.15 
30 597100 $5.45 597101 $6.80 597151 $10.90 62152 $18.15 100 8431 21.80 8441 36.30 8631° 17.25 8641 27.25 
60 597103 8.15 597104 10.00 597154 13.60 597155 19.95 200 8432 38.10 8442 51.75 8632 29.00 8642 42.65 2H 
100 597106 12.70 597107 15.45 597157 21.80 597158 36.30 
200 597109 19.95 597110 26 597160 38.10 62161 51.75 
250 V. DC. & 230 V. AC-Non-Fus. __ 575 Volts AC-Non Fusible ACCESSORIES FOR NOARK SWITCHES 
30 597010 $5.00 597011 $6.35 597054 $10.90 597055 $18.15 | Single Piece End Wall for +4 Amp. Switches... 4." For 60 & 100 Amp...$.80 
60 62013 8.15 597014 8.60 597054 10.90 597055 18.15 | Shutter for 15 * 60100 * ... .30 
100 62016 10.90 597017 12.25 597057 17.25 597058 27.25 | Universa| End Wall No. 900108 . Sucks. Ge 57 
200 62019 19.05 597020 22.70 597060 29.05 597061 46.65 | Blanking Side No. 908103-908203............ 15 
7 Trough—3-4 & 5° $.40—6" $.45—7"......... 50 8°—$.55—9"........ .80 
ENTRANCE SWITCHES Cabinet Fuse Block No. 902413.............. 1.25 
Noark Closed Ends HASE 2 
Number Amp. Volt Fuses Blades Neutral 2 Pole 3 Pole POLYP s Ne 
8283. ere 30 iss 1 Plug : od $1 78 seenede Meter Service and Entrance Switches 
8382 mee 25 ie y se me éaneeues , 
8393 30 125-250 2* #2 Solid ........ $2.50 125-250 Volts Without End Walls 
8683. 30 e200 2N.E.C, ~ Fused 1.80 ........ Main Entrance Meter Service 
8693 30 125-250 2 ee tons 3.20 “ACCO” QUAD “ACCO” QUAD “SECO” QUAD 
8136-1. 60 125-250 2 “ 2 seesenee 7.25 BREA Nc 
8226-1..... 60 250 , - Fused 6.65 ..... x *“DOALL”—3 WIRE Accessible Des a... , Sealed. Reis 
8131-1 100 125-250 - * 3 Solid ..... .. 11.90 Amp. Number Price Number Price Number Price Number Price 
8221-1 100 0 862 2 Fused 10.25 .. 30 851233 $4.65 77033 $10.40 67033 $11.05 67533 $10.95 
60 851236 11.60 77036 18.45 67036 20.20 67536 16.70 
METER SERVICE SWITCHES 100 851231 19.05 77031 28.05 67031 30.00 67531 26.30 
Noark Sealed Service SECO Without End: Walls 
Sealed eA Vol ; Sted - , — Rnd Walle SOLID NEUTRAL SWITCHES 
Numt Amp. at ses ; tral 2 Po 3 Pol 
cas el 125 — Solid —_—....... Noark Fusible—Quick Break 
, 4 : - 
7. some @ ° meg, tenets Amps. Volts @Pole-2 Blades 4 Pole-3 Blades _§ Pole-4 Blades 
lia ora » Solid ° 30 125-250 «8183 « $810 «8188S S15 «S188 «$12.40 
oom oun . - 4.10 4 15 1 12.70 
os Bee Pe § Te lh 80 “—“ 8136 9:10 8146 «=—:11.35 81568 = 19.95 10 
3 30 we 1 « i « **"g'ap 100 >. « 8131 14.50 8141 20.45 8151 35.85 20 
6576... SCO 9330 1 * 1 ° 11 200 = 8132 22.70 8142 31.75 8152 50.82 40 
po ll 80 3 0UC« 2 None 12. 400 8134 63.55 8144 81.70 8154 111.00 
66536... 60 125-250 2 * 2 ere 
66361.66571 100 250 lor2* lor2 None "21.00 BULLDOG SWITCHES 
2595 9 « ‘ “ 
a. oo S|. stestans Toggle Type—Quick Make & Break 10 
Noark Meter Service & Entrance ACCO Without End Walls , ' _ 30 Amp. Switches = 
Me ter Service Test Type Entrance Non Test ltt. Vee van ies os — Neutral Py 
Amps. Fused 2 Pole _ 3 Pole _2 Pole 3 Pole 90211. 125 3 ; =e" 4.55 
For No. Price No. Price No. Price No. Price 90311 115 3 3 3 « 8:20 
30A Plug.... 9343 $3.55 ..... .... es =e GS S.0 <écteeawnces 92311 125-250 3 2 Q « Solid 5.00 
30A wie. «©9353 «4.00 9323 $ 4.50 8353 3.65 8323 $ 4.00 91311 125-250 3 3 3. ae 795 
30A Enc..... 9363 4.85 9333 4.85 8363 4.60 8333 4.60 92221 250 2 1 Cart 1.80 
30A rs Bm Pesagaes — RT Peer 90221 250 4 . ne 5 45 30 
60A “ .... 66366 14.95 66336 15.80 76366 14.10 76336 14.95 90321 230 3 3 3 « 890 60 
100A “ .... 66361 23.70 66331 25.45 76361 22.85 76331 23.70 91321 250 3 2 28 Solid 775 30 
90351 SI5A.C. 3 3 38 * 12.75 od 
ACCO Entrance Range & Lighting Switch 81321-81321U 230-460 3 3 3 « 9.15 
No. 66336RLA.. Range and Lighting Sw. 1-60A. 250V. and 4-30A. 125V. 
POGGREDg 0 0 05.96:909 660 ces eeecekecsetseccsrvcune 23.80 se ” _ 
No. 66336RL6.. Range and Lighting Sw. 1-60A. 250V. and 6-30A. 125V. TYPE C” NON-INTERLOCKING 
oranges. Bist ge i Seick Spo’ potapscsetees 26. 25 Quick Make & Break 
No. 30........Meter Bac ate and Switc upport for above..... 2.00 Single Throw Fusible Type “Cc” » 
UNIVERSAL Meter Service Switches—No End Walls 250 Volts DC—230 Volts AC 575 Volts AC D 
Service Switch Branch Circuits Amps Pole 3 Pole 4 Pole 
Number Blades Fuses Circuits Fuses Fusein 2 Pole 3 Pole 30 A. Porc. Base..50221S $ 3.20 503218 $ 5.15 Equipped with Arc 
ir. wi 30 A. End Plates.50221P 3.20 50321P 5.15 Chokers 
971123. . 1 1 2 2 1 te saS 30 A. Slate Base. 50221 5.40 ...... ....... 50351 $10. 90 50451 $18. 15 
9723 972123. 1 1 4 4 1 5.00 ........ 60 A. - 50222 8.20 50322 10.00 50352 13.60 50452 20.00 Si 
973333. «ss lor2 lor2 lor2 2 lor2 4.05 $4.05 100 A. * - 50223 12.70 50323 15.40 50353 21.80 50453 36.30 D 
9753-0793...... lor2 lor2 2or4 4 lor2 5.65 5.65 200A. * “ . 50224 20.00 50324 26.30 50354 38.10 50454 51.75 
975333-979333.. lor2 lor2 2or4 4 lor 2 5.25 5.25 400A. * © , SRS GBD BG. onc doc tcccce Sacco chodde 
These prices apply only to the United States 
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Switches 











TYPE ‘“‘C’” NON-INTERLOCKING—Continued 
Single Throw Not Fusible Type ‘*C’”’ 


3 Pole 2 Blades 4 Pole3 Blades 5 Pole 4 Blades 

Solid Neutral 2 Fuse Holders 3 Fuse Holders 4 Fuse Holders 
Blades Omitted 230 V.-AC & DC 115-230 V.-AC 115-230 V.-AC 
+2 Ap Type C... GSE OS. cckese * o0cnc® icbhes® “dapites 


--. 52321P 3.20 52421 $6.40 52521 §$ 12.75 

60 “ © ©... S823 9.10 52422 11.40 52522 20.00 
100 * es ¢ oe GBS 14.60 52423 20.50 52523 36.00 
200 “ ree pra + 75 52424 31.85 52524 51.00 
% ~ 75 52425 82.00 52525 122.00 


400 52325 
xThis Switch for 125 Volts Ed. Plug Pea ble. 
2 Pole 3 Pol Pole 








30 A. 2 Pole—250 Volt..... 532218 $ 3.20 53321S $ 4.00 534218 $ 5.90 

30-60 A. DC and 230 Volts.... 53222 8.15 53322 8.65 53422 13.60 

100 A. AC 3 & 4 Pole....... 53223 10.90 53323 12.25 53423 20.90 

SEB, Be BE cc ntsacccce 53224 19.00 53324 22.70 53424 38.10 

400 A. AC Only..........5- 53225 36.30 53325 47.20 53425 63.50 
30 AMP. SERVICE ENTRANCE SWITCHES 

Bulldog—Not Meter Test 

Cat. Number Volt Poles escriptioa Price 

125 2 F usi ‘ble —For Plug Fuses......... $1.65 

125 2 —Quick Make & ap as 2.75 

250 2 ‘ —For Cartridge Fuses.... 2.50 

50 2 et Mix. oc cxertesa tise deoovesene 2.75 

115 3 AC Plug Pi kn cedoeccasedh 3.00 

Ps abnccucbacs 115 3 A.C* “ Quick Make & Break 4.35 





MAIN SERVICE 
Meter Test Switches 
Combining a Meter Test Switch with Range and Lighting Circuits 





Number Amp. Tolt Poles Neutral ranches Price 
721204 60 125-250 3 Solid 1-60A & 4-30A $24.10 
721 125-250 e 1-60A & 6-30A 28.50 
431101 Meter Mounting Plate and Cabinet Support............... 1.10 
412112 Fe Or 604 6 8b05bs caksncssSendosd eB eksecensens .30 
“TYPE A” 
Bulldog Single Throw Quick Make and Break 


2 Pole 3 Pole 4 Pole 
250 V. wh & 230 V. AC Fusible Ra Price No. Price No. Price 
Se BODE abe ccrccvioess 10221 $10.90 10321 $13.60 10421 $16.35 
2 . ° 


60 Amp TTTTTTTI TTT 1022 13.60 10322 18.15 10422 21.80 

WITTTITIT TTT 10223. 20.90 10323 27.25 10423 36.30 
FED cccccnsvaccecccs 10224 32 10324 10424 54.45 
GD cccccccccccccscs 10225 68.10 10325 82.50 10425 107.25 


0.75 10355 99.00 10455 128.00 
D.C. 575AC.ArcChok 575AC.ArcChok. 

13221 $11.35 13421 $16.35 
.80 13352 15.90 13452 21.80 
95 13353 24.05 13453 31.75 





5.40 13354 34.50 13454 46.30 

Gee aeusevcdvecss 13225 54.45 13355 82.50 13455 107.25 
Not Fusible......ccccscses 600 V.-AC&DC 
30-60 Amp. ........0.-- 13262 $12.70 
BD  . wowcccccecces 13263 20.40 
See  aweetduceqene 13264 27.65 
Gee. © assnccaasoiee 13265 66.25 





COMPENSATOR SWITCHES 
Bulldog Quick Make & Break Fusible 





Amps. 230 Volt AC 
3 Pole 4 Pole 

30 A. 30321 $16.35 30421 $ 21.80 

60 A. 30322 17.45 30422 26.30 
100 A 30323 28.15 30423 47.20 
200 A 30324 47 .90 30424 65.35 
400 A. 30325 76 .25 30425 118.80 

Amps. 575 Volts AC Arc Chokers 
3 Pole 

30 A 30351 $18.35 

60 A. 30352 19.25 

100 A. 30353 29.95 
200 A 30354 50.85 
400 A. 30355 81.70 

MOTOR STARTERS 
Bulldog 
3 Pole 4 Pole 

30 Amp.—Type A—230 Volts AC.......... 40321 $16.35 40421 $22.70 
60 * " * 230 - ~ ebeseeceos 40322 22.70 40422 31.75 
i = “ 460 < > webcoecace 40341 22.70 40441 31.75 
i = “ 460 * ” nantes -.. 40342 32.70 


NOTE: For Bulldog Switches not listed deduct 10% from Bulldog Lists. 





SMALL ENTRANCE SWITCHES 
Columbia, 30 Amp. 


Description 2 Pole 
Single Fused Single — Volt- Plug Fused 320-321 $1.50 
guble “ Double 1930 1.25 
co “ “ “ “ 3930 1 90 
oa s = = 950 S Care ridge Fused 322 2.35 
. a aes ws = S sg 422 2.50 
Description 3 Pole 
Facts Peged-Roate Blgde-125 q olt-Plug Fused aout 
Doub Double 125 1931-2 $2.15 
pais - =: = 3931-2 2.45 
S S ° “ 250 “ Cartridge Fused 328 4.00 
“ « « * 20 ¢ . e 423 4.40 





ENTRANCE SWITCHES 





Range and Lighting Columbia 3 Pole 125-250 Volt 
a Amp. Branches Ag 
3551 60° 1-30A-—1-60A. ey, N, E. Cc. Fused & 2-30A. Plug Fused 3-3 
3552 60 1-30A-—1-60A. 250 . 4-30A. 35.40 
3553 60 1-30A-—1-60A. 350 v. ee 8 a 830A. « e 38.60 

BRANCH CIRCUIT ENTRANCE SWITCHES 
Columbia 
2 + 6 8 
Amp. Circuit Cireuit Circuit Cireuit 
Series 2Pole 2Pole 3Pole 2Pole 3Pole 8 Pole 
2401 to 2406 $4.90 $5.20 $5.85 $6.20 $7.15 
3401 to 3406 6.50 7.15 8.45 9.50 


4.90 6.20 
3501 to 3506 4.75 5.85 6.20 6.90 7.50 8.45 


Series 30—Quick Break—250 Volts for Meter Trims 
For Cartridge Fuses 





30 Amp. 60 Amp. 100 Amp. 200 Amp. 
Deb ccateteaerene 3022 %- 55 3025 $ 8.75 3028 $12.50 3031 $18.20 
4 rer ee 3023 «47.50 3026 10.00 3029 16.15 3032 24.05 
INDUSTRIAL SWITCHES 
Columbia 
Series 70 Type C Fusible 
Amps 2 Pole 3 Pole 
Number Price Number Price 
250 Volts 30A C7001 $ 9.30 C7002 $11.30 
F usible 60A C7004 12.00 C7005 15.50 
Quick Make 100A C7007 18.85 C7008 23.65 
& Break 200A C7010 27.95 C7011 34.65 
Series 70 Type A Fusible 
Amps 2 Pole 3 Pole 
Number Price Number Price 
250 Volte 30A A7001 10.30 A7002 $12.85 
Fusible 60A A7004 13.10 A7005 17.30 
Quick Make 100A A7007 21.45 A7008 27.50 
& Break 200A A7010 30.50 A7011 28.35 
Series 71-500 Volts Fusible 
Amps 2 Pole 3 Pole 
Number Price Number Price 
500 Volts 830A 7101 $13.60 02 $15.50 
Quick Make 60A 7104 14.00 7105 16.00 
& Break 100A 7107 23.50 7108 26.65 
200A 7110 37.70 7111 42.25 
Series 73-500 Volts Unfused 
Amps 2 Pole 3 Pole 
umber Price Number Price 
500 Volts 30A 7301 $10.80 2 $12.70 
Quick Make 60A 7304 10.80 7305 13.25 
& Break 100A 7307 17.15 7308 19.20 
200A 7310 23.65 7311 28.45 
Series 72-600 Volts Fusible 
Amps 2 Pole 3 Pole 
Number Price Number Price 
600 Volts 30A 7201 $14.60 7202 316 .05 
Quick Make 60A 7204 14.60 7205 16.60 
& Break 100A 7207 24.10 7208 27.15 
200A 7210 38.60 7211 42.50 
Series 74-600 Volts Unfused 
Amps 2 Pole 8 Pole 
Number Price Number Price 
600 Volts 30A 7401 $11.70 7402 $14.35 
Quick Make 60A 7404 12.45 7405 14.95 
& Break 100A 7407 18.90 7408 21.45 
200A 7410 25.25 7411 29.25 
Series 20-250 Volts Fusible 
Amps 2 Pole 8 Pole 
Number Price Number Price 
Quick pee 30A 2022 $5.10 2023 $ 6.85 
Onl ? 60A 2025 6.85 2026 7.90 
250 Volts 100A 2028 10.85 2029 13.35 
200A 2031 19.10 2032 23 .85 
Series 23-250-500 Volts Unfused 
Amps 2 Pole 3 Pole 
Number Price Number Price 
Quick Break 30A 2322 $4.75 2323 6.25 
Only 60A 2325 8.95 2326 9.55 
250 Volts 100A 2328 11.35 2329 12.55 
200A 2331 19.10 2232 23 .40 





MOTOR STARTING SWITCHES 
Columbia, 250 Volts 


2 Pole 3 Pole 
4 Amp. Motor Start Sap. bodianteees 6001 $12.50 6002 $16.70 
ee +e.» 6004 13.10 — , 17.25 

e 
30 Amp. Motor Start Switch... ................. covcccess CO 7 $19.65 
= * - -  “ieeecdesetebsncse+abuce «++. 6006 26.80 





Wadsworth Switches 





These prices apply only to the United States 
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Single Phase MAIN ENTRANCE SWITCHES 
and D.C. Accessible Fuses 
Number Amps. Volts Poles Blades Fuses Neutra rice 
1450-1250 30 125 2 1 1 Plug Solid 3.55 
1402-1202 30 125 2 2 er None 3.90 
1403-1203 30 125-250 3 2 Solid 4.25 
2250 30 125 2 1 1 NEC - 4.15 
2202 30 250 2 2 ee None 4.85 
2203 30 125-250 3 2 ae Solid 4.85 
1800 60 125 2 1 os ” 13.90 
1802 60 125 or 250 2 2 Bes None 14.75 
1803 60 125-250 3 2 Pe Solid 15.65 
1900 100 125 2 1 Begs . 22.60 
1902 100 125 or 250 2 2 ee None 23.45 
1903 100 125-250 3 2 Pes Solid 24.35 
4603 200 125-250 3 2 Bes - 44.50 
4803 400 125-250 3 2 i ” 93.00 
67 
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Wadsworth Switches—Continued 


Murray Switches 





MAIN SENTRA SWITCHES—Continued 














Single Phase YPHASE 
and D.C, Accessible Fuses 
Number Amps. Volts Poles Blades Fuses Neutral Price 
2230 30 250 3 3 NEC None $10.40 
1830 60 250 3 3 - ’ 19.10 
1930 100 250 3 3 Re . 28.70 
4620 200 250 3 3 Tbe - 44.50 
Single Phase METER SERVICE SWITCHES 
and D.C. Accessible Fuses 
1451 30 125 2 1 1 Plug Solid $s 
1412-1212 30 125 2 2 = None 4. 25 
1423-1223 30 125-250 3 2 Solid 4.75 
2251 30 125 2 1 1 NEC . 4.15 
2212-2223 30 1250r250 2&3 2 (ee None&Solid 5.05 
1851 60 2 1 . = jolid 14.75 
1812-1842 60 125 or 250 2 2 > None 15.65 
1843 60 125-250 3 2 s Solid 16.50 
1951 100 125 2 1 > 7 24.35 
1912-1942 100 =125 or 250 2 2 !. None 24.35 
1943 100 125-250 3 2 ot Solid 26.10 
4643 200 125-250 3 2 es = 51.75 
4843 400 125-250 3 2  - 24 109.15 
POLYPHASE 
2234 30 250 3 3 3 NEC None $11.25 
1834 60 250 3 3 ae ” 20.85 
1934 100 250 3 3 : . 30.4 
4634 200 250 3 3 . ° 60. 65 





METER SERVICE SwITCH—Range = Lighting Circuits 
No. 1843-5 Accessible Fuse 60 pe 125-250 Volt—Branches 2-60 Amp. 




















NEC Fused & 4-30 Amp. Plug Fused.................. $23.65 
No. MB-4 Metal Meter Board Only FS IT AS Wg OE, Mi 2.25 
CHANNEL BANKING TYPE Meter Service & 
All 30 Amp. ain Entrance 
Acces. Fuses No Test 
Volts Poles Blades Fuses Neutral Number Price Number Price 
125 1 1 Plug Solid 1451T $4.25 1450T 
125-250 3 2 _- ™ 423T 5.20 1403T 4.55 
125 2 2 2° None 1412T 4.70 1402T 4.35 
125 2 1 ; NEC Solid 2251T 4.55 2250T 4.60 
5 2 2 None 2212T 5.55 2202T 5.25 
125-250 3 2 3 . Solid 2223T 5.55  2203T 5.25 
Single Phase METER SERVICE SWITCHES 
and D. C, Sealed Fuses 
Number Amps. Volts Poles Blades Fuses Neutral Price 
162 250 2 2 2 NE Vone $9.15 
161 60 125-250 3 2 2° Solid 9.55 
112 100 250 2 2 in None 15.65 
111 100 125-250 3 2 Solid 16.50 
=v a cSAD WITH ow Etee OPEN 
38 1 Plug Solid $ 2.65 
238 30 133 3 1 i a 4.00 
X360 30 125 2 1 >= . 3.45 
X362 30 125 2 1 _ - 4.45 
272 30 125 2 2 = = None 4.30 
271-292 30 125-250 3 2 ee Solid 4.30 
2351 30 125 2 1 1 NEC oe 4.05 
2312 30 250 2 2 Se None 4.35 
2323 30 250 2 2 = Solid 4.55 
2051 60 125 2 1 2. s = 12.60 
2042 60 125 or 250 2 2  ? None 13.50 
2043 60 125-250 3 2 es Solid 14.35 
2151 100 125 2 1 ie. Solid 21.75 
2142 100 125 or 250 2 2 ee None 21.75 
2143 100 125-250 3 2 = Solid 23.45 
4743 200 125-250 3 2 > y 44.45 
4943 400 125-250 3 2 a None 101.00 
POLYPHASE 
2334 30 250 3 3 3 NEC None $9.85 
2034 60 250 3 3 = 5 17.40 
2134 100 250 3 3 -— = 26.95 
4734 200 250 3 3 - * . 49.75 
4934 400 250 3 3 ee 2 113.00 
Single F a MAIN ENTRANCE SWITCHES 
an 
172 60 250 2 2 2NEC None $9.15 
171 60 125 - _ 3 2 3 * Solid 9.30 
102 100 2 2 = * None 15.65 
110 100 125- 250 3 2 ie Solid 16.50 
POLY PHASE 
2330 30 250 3 3 3 NEC None $9.15 
2030 60 250 3 3 es 15.60 
2130 100 25 3 3  ? 25.15 
INDUSTRIAL TYPE SWITCHES 
250 Volts Quick Make & Break 
Acces. Fuses Sealed Fuses 
Amps. Poles Blades Fuses 


Number Price Number Price 
30 2 - 2 9532 $13.65 8532 8.4 


30 3 3 9533 15.50 8533 9.75 
60 2 2 2 9562 14.65 8562 8.90 
60 3 3 3 9563 18.55 8563 10.20 
100 2 2 2 9512 25.00 8512 12.45 
100 3 3 3 9513 28 . 80 8513 15.55 


OUTDOOR METER SERVICE SWITCHES 











30 Amp. 3 Pole Solid Neutral Outdoor or Weatherproof $15.10 
60 * 3 . 7 > , ns .- 20.4 
100 * m= ta! . ~ ~ Ds a ~ +. 41.25 
EXTRA END WALLS—SHUTTERS—TRIMS—ETC. 
Wadsworth Knock- Meter 


Type of Trim out & Shut- 

Flat Extended Shutter Shutter ter 

For 30 Amp. 125 Volt Switches $ .30 $ .50 $ .30 $. $.1 
. 3 “ 250 oe “ 50 


“ 60 “ 250 “ 2 Pole -65 . 83 -65 45 +25 
°e =? Be 2 > 75 -90 -75 -50 ove 
7. aan = -82 1.00 -82 45 eee 
° ht: aa -S -90 1.10 -90 -50 eve 
—_ eae Bing Be 1.00 1.15 1.00 -50 ere 
°° mee * we te * 1.10 1.25 1.10 55 ee 





ENTRANCE SWITCHES 


30 Amp. With End Walls 
Number Volts Description 2Pole 3 Pole 
630 125 3 Sigtoms Sys Py S. goneeeeessens conan 
231-230 MEG BS fF aG® 2 ® Ff acco gasescccse osese Bee $2.40 
641-2-6 125 Forl HP--250 V.—AC & DC Motors. ecccce 1.80 
3 Blades : Cartridge Fuses eeeheencesoocee © cece 3. 20 
647 125-250 2 0 ee ee eevee 
830 125-250 2 “* e Sealed Fuses S. N. 6000 
831 125-250 2 * ; Plug Sealed Fuses S. N.......... $3 


With Branches Combined 
Without _ Walls 
$6.80 


Accessible Main Fuses 


780-782 125-250 : Plug Fuses 2 Wire Branches pasdebudeaals $5.80 
781-783 aes | * Se  . © teewewubbese 6.55 7.55 
784 wee 2 t. 3 - o. wackesebased GP .. asce 
785 125 4 ° .. 2 ° a Pe eee 7.30 Snoe 
ACCESSIBLE MAIN FUSE TYPE AA 
Without End Walls 
Meter Test Type Not-Meter 
Test Type 
Amps. Poles Fused for Neutral No. Price No. Price 
30 2 1 Plug used 755 $3.25 754 $3.05 
30 2 = 1 Cart. . 738 4.20 740 3.60 
30 2 2 Plug - 748 3.70 752 3.35 
30 2 2 Cart. pa 737 4.50 757 4.25 
30 3 2 Plug Solid 756 4.20 7 3.70 
30 3 2 Cart. » 742 4.45 758 4.25 
x30 2 1 Plug Fused 776 3.25 774 3.05 
x30 3 2 Plug Solid 775 4. 779 «63.70 
x30 3 2 Cart. 7 777 4.45 778 4.25 
60 2 1 Cart. Fused 766 14.20 773 15.05 
60 2 2 Cart. * 764 15.05 762 14.20 
60 3 2 Cart. Solid 765 15.95 7 15.05 
100 2 2 Cart. Fused 709 23.85 708 22.10 
100 2 2 Cart. . 718 23.85 716 23.00 
1 3 2 Cart. Solid 719 25.60 717 23.85 


~— with cover to permit sealing fuses independent of main cover. 
POLYPHASE ENTRANCE & SERVICE 
Entrance 


mps. os. Description 
30 790-2 Three Legs Fused. .........sceeeececeees 

760-9 Four Wire Solid epee . 
100 710-12 All 3 Pole 3 Phase..... 





Service 

30 791-3 Three Legs Fused. 
690 767-8 Four Wire Solid Neutral. 
100 711-14 All3 Pole3 Phase 
200 


ENTRANCE SWITCH 
Range and Lighting 125-250 Volt 


No. 260 Two Meter Combination Range and Light Switch 60A. Range 
Service—30A. Light Service. .................-...------ t Yd 














“UNISAFTI” 
(Universal Standacdined Switches) 
1130 Amps. 

Number Pole Fuse Meal Branches & Fusing Price 
235B 2 Single 2-2-Wire 2 Fuses $3.25 
236 2 4-2- 2 4.30 
237 3 Two Solid 1-3- “ . = 3.75 
237 2 . 1-2- “ 3° 3.75 
237 3 ed Solid 2-2- “ . = 3.75 
238 3 a Solid 42- “ . = 4.85 
238 2 “ 2-2- “ 4 * 4.85 

METER SERVICE SWITCHES 
Fuses & Blades Dead Sealed Fuses Without End Walls 
‘ole 3 Pole 

Amp. Volts Description No, Price No. Price 
30 125 For Plug Fuses 232 $ 2.20 233 $ 3.35 
60 250 For Cart. Fuses 364 12.85 365 13.75 
60 250 For Cart. Fuses 368 12.75 

Fuses Alive 

30 125 For Plug Fuses 330-1 $ 2.65 333 $ 3.35 
30 250 For Cart. Fuses 130 2.65 133 3.35 
60 250 = 360 8.45 361-3 8.90 
100 250 vo Ts ns 310 15.05 313-4 15.95 





. SEALABLE MAIN FUSES 
Polyphase—3 Wire 
— End Walis 


30 A 100 Amp. 
3 Pole-3 Biades-For Cart. Fuses 250V. 332 $11. "10 362° sic, ‘0 311 $26.50 





Fusible TYPE C-SWITCHES Quick Break 
Description 
Amps. All Cart. Fuse 2 Pole 3 Pole 4 Pole 
No. Price No. Price No. Price 
30 632 $2.65 633 $3.75 634 $6.95 
30 Solid Neutral 125-250 aes ..-. 636 we sas otns 
60 661 6.60 663 7.45 667 9.60 
60 Solid Neutral 125-250 465 6.60 665 7.10 ... io 
60 e ° - a ...- 662 7.45 663B 7.85 
100 611 10.50 613 12.80 610 19.50 
100 Solid Neutral 125-250 507 10.50 615 11.60 614 19.50 
100 - . 7 - ese 612 12.80 613B 13.50 
200 = 18. 50 623 22.75 629 40.85 
= Solid Neutral 125- 250 625 19.20 


622 22.75 623B 23 70 








100 
.. ‘ fan Amp. 
End Wall... . $80 8.65 $1.00 
Shutter...... 15 e -25 
CNeO FOR 6c o ccccascesess eee -30 .30 
Trough Cover & Adapting Slide 15 
Trough 2”°3%4" $.40 
5” 45 
a 6 €= -50 
e. ££ 55 
pe 60 

pe -65 - 


These prices apply esl to the United States 


R 
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Tape 
Diamond E Switches LAG SCREWS 
Square Heads or, Coach Screws 
h 
SMALL ENTRANCE SWITCHES, 30 AMPS. Length an, a 6, 6° 
Volts * For Fuses Description ole 3 Pole ‘% Black........ $.03 $.03 $.04 $. $.04 $ s: 08 $.05 
125 Plug All Fused 2 $1.65 P-8 $2.75 | 7% Black........ 03 04 86.04 604.05 -06 
125 Plug Ground Neutral P-2S 1.65 P-8S 2.25 Black........ 04 .04 05 .05 .06 -07 
250 Cartridge cil Fused , 2.25 C-3 4.00 | / = seteeeee = = = = -07 ‘07 ‘08 -09 
250 Cartridge soundNeutral ..... sees C-3S 2.90 6 Gao 2000 _ 3 04 04 04 "205 “265 “266 "66 
a aihale y 8 / .10 
L-N-ONE SWITCHES “- 
~c-~diaging “STRAPS—CLIPS OR CLAMPS 
Live Front Double Fuse gy Front Single Fuse F Pi 
_ eat tig 3 abs ae Ve or pe Price Each 
oy ° Without Screws 1d “a - 1%" 
A-3 3 3.80 AD-4 ; Galvanized Straps, 2 Hole......... ror 01 082 
5 5 4.15 AD-5 5 6.75 7 
rey , $80 ADs ; 73s (Per Pound$.20)No.StrapsperLb. 45 40 25 20 13 
-9 9 6.95 AD-8 8 9°30 Light Steel Straps ,1 Hole......... 04 .05 -06 -08 ‘am 
A . oD-10 4 A Mall. Iron Clamps, 1 Hole......... .07 .08 ll 118 
1.25 | P& H sores lamps with Bolts - m - am 
CTICS LEU. ccc eeeeeeees eeeee eeee . . . . 
RANGE & WATER HEATER SWITCHES Price Each 
1c a 
60 Amp.—125 Volts Without Screws 14? 2 aye 3 
No. 501 No. 502 No. 503 No.504 No.505 No. 506 No. 507 | Galvanized “re 3 Holle... cccoccsccccece $.02 $.04 $. $.0 
$9.90 $15.25 $23.60 $26.75 $20.25 $8.90 $13.90 (Per Pound $.20) No. Straps per LBsccccce 12 7 5 4 
Mal Steel Straps, .' =. SES SUSCRTC ESRI CES “ons “+98 “nn “as 
a ron Clamps, 1 Hole...........++++++ ° ° ° e 
is ai ae See he msios te - P & S Conduit Clamps with Bolts—Series 1400 _.25 oees ane sees 
mp. ole olts Quic ake reak Toggle.......... ° ER 
C-3P 30 Amp. 3 Pole 250 Volts Not Toggle. ...........eeeeeeeseees 7.10 ‘ “os an eas ahilen 
ar or ar or esin or Acid ! on umi- 
SAFE LINE SERVICE SWITCHES Sie Beant = 5 + 2 2.70 onic 
CF FPOUNG.. wc ceeceee ° . ° e ° 
No. $04 Single Polg 4 Ciregite Without Transformer. c.clccicuciiccs 6.00 | Per Ounce. 222s: :05__.05 08 __ 0 15 
“SOLDER PASTE piialt, J 
TYP oz. oz. oz. oun ‘oun 
INDUSTRIAL E Cans Tubes Cans Cans ane 
Quick Break—Single Throw—Fused Bottom Alles dantgcantasine 25 .40 $3 $.70 $1 25 
250 Volts urniey....- . eee . . . 
Amp. No Price No. Price No. Price Crescent... . 4 -40 ‘= : 4 
30 $ 5.40 3032 $ 6.75 3042 7.90 Hi Bae “40 pest “90 1.65 
a tom Eo tag 8-0) ag 98 | Neto. $ i 
200 30033 18.35 30033 24.10 20043 30.75 Tin penn seneennnees 25 sees .40 -65 1.00 
4003 . 4004 . SOLDERING SALTS 4 Lb. 1 Lb, 
eo eoees 78. “an Volt ot aces 131.20 saan oe occcccece In cans each........eeeeeereereeeeeees +. a 
ut ll lL vst hain oT Te Tee ee . eee ee . . 
Amp. No. Price o. Price No. Price Met CeeenOnt. . . Bey MOORE «00. ccccencvseseeeeess 85 1.00 
30 3025 $ 9.00 3035 -55 3045 $ 12.45 | Nokorode.......... ; hs. Avensesbadethiesedes ane 1.00 
= snes se sens "2 B 4 Gs catbncsneons RS ae eee .75 1.00 
200 20025 26 . 60 20035 :00 20045 43.20 SOLDER STICKS Price 
400 40025 68.00 40035 74.70 40045 298.90 | Deraler. « ccccccccccccccccccccccccccccscccscesesces nasebaducesees -25 
600 600: 96.30 60035 103.00 60045 167.70 | Samson........ 9nd600ceadossbsdadeeneenaks Scenes ondcccevesseseces 20 
600 Volts BEBes 0 6600000600000 06s6d SES SOSO~ SEK EC OKO OD ESORCCESORS ecccceces .40 
inh cine 30 Amp. 60 Amp. 100 Amp. 200 Amp. epeeet. PPTTTTITITILILI TTT ITITTLTL ‘= 
Number alas dteane 3026 6026 10026 20028 Ss Te PPP PPP Pee POPPE ereeee eee eee . 
Price eee $15.30 $15.80 $25.00 $38.60 MOP .ocenesGedesbeeue 6460060...) 2s . whew 4006) 268600 000050000 .25 
FIXTURE STUDS 
Not Fused—Quick Break fone froae Fixture Studs Less Bolts. #10 $15 
. aaa OURS EBCER . ccc ccccccccccccccesecceces ° -01 
? - — oe F ee spe os gag M use | No Bolt Fixture Studs. 2... vuwiiiii "10 “15 
mps. ole Th 
3 0C«SSs BBD DG «B0G2N * 6:30 3082DN 12-48 ~beesivene 
30 2 5OOAC 3025N 8.65 3025 DN 13.15 Leather Neil Heade Per Deven: penreneees 2 . 
= ; 500 oe eee . 4 pont ae Sgr Milonite Insulated Nails Per Dozen. ........ 2.0220 -sseeeereesecreces -05 
60 3 250-500 5N 8.55 6035 DN 16.60 
100 2 250-500 10025N 11.50 10025DN 24.90 
Sf ee oe Ee RN RR = 
wr ° . 
200 3 250-500 5N 20.75 20035 DN 50.60 | FRICTION 
400 2 250-500 40025N 49.80 40025DN 99.60 Price Per Roll 
400 3 250-500 40035N 58.00 40035DN 132.80 8-Ounce 4-Ounce 2-Ounce 1-Ounce Per 
600 2 250-500 60025N 83.00 60025 DN 141.00 Roll Roll Roll Roll Foot 
600 3 250-500 60035N 99.60 60035 DN 163.50 | Adhere...... ets Tee eee $0.25 15 .10 .05 $0.01 
BMASER. oc ccccecsccescvss .35 .20 .10 -05 .01 
Si tetas cde cine .40 .20 .10 .05 .01 
S-SUNDRIES SE cheek eredadsckos 35 .20 -10 .05 -01 
ai Dutch Beend rer ror .35 .20 -10 .05 01 
G. E. 261........ 3 20 -10 05 -O1 
Tr ms AW. ceases . . . -1o . 
wooD SCREWS—Flat Head yee 30 15 10 -05 -01 
; oO ast . . . Vo e 
_ Price | Holdtite U. S. ae 115 10 05 01 
Doz. Size Doz Johns Manville Armature.. -90 -45 -25 15 .02 
$.07 2%x10 3.08 * Jomanco.. .55 .30 15 -10 .02 
‘07 24x12. “09 « « White...... -70 .35 .20 .10 .02 
"07 2 “ane ‘07 “ « $3 Now #5.. -25 15 .10 05 .01 
.07 216x8..... 08 « « ¢% * $40. .30 15 -10 -05 01 
.07 2%x10. .09 ye am hSpdedkucosswesees ‘= - “= 38 | 
.0O7 2 x12. 10 eee eeseseseseseresese ° . . . +4 ° 
* NAS, ihe ces te oc tates .35 .20 .10 .05 .01 
“Os 37210. : ‘9 DP sc c00esssvseeeeese -25 -15 -10 05 01 
.09 37x12 .13 roast pbedeoveeesesecece ‘3 : . . ‘= 
Pete . GR FF BWO PICK. .cccccvcsccccssses . . . . . 
es | em ROE 60 30 ‘15 10 02 
NOTE—For Round Head ‘Wood Screws Add 30% to above prices. RUBBER 
Akron Firestone..........- $0.30 $0.15 $0.10 $0.05 $0.03 
MACHINE SCREWS—Round or Flat Head Dutch Brand Somes ek A ek 
Price per Dozen Price per Dozen _, aaaaneeesialaets .30 115 .10 05 :03 
Size ron Brass Size Iron Brass eapeetal peck doaecwassepuen .30 15 -10 .05 .03 
16% oe ee eeroes $.05 $.08 10/24 x % acieanes 0 $.20 Okonite ee ee 75 40 20 -10 -O4 
BPR. cccccccces ° CD JO/BE EE. cocccecce . eo g@ - = Seer rer ‘ ‘ -25 15 ‘ 
ee, Se -05 -10 10/24 x1%....... -06 +28 P. R. Splicing cana wur sens .30 15 -10 .05 .03 
OO aR 05 12 10/96 21%....... .07 sae, Weis COW. cs oc cacccesses (25 .15 .10 05 .03 
Se, Pee -05 12 x 20—%....... -08 CP MUNN. «sss cbcaccscesee .30 15 .10 05 03 
‘ax 3 + pegenenest -05 13 is x 2-3 Sahel wil -09 +4 NG inthvaneuradgous 5 38 20 -10 O84 
>> Prrereeeeen . eid > 2 | ee & See . BO FT UL. BD. . ccccccccecevesesece ° . . . . 
eri EEcobacccoes -05 15 4 x20—-1%...... .12 -50 UseO.... apne eRe: 150 125 115 ‘10 104 
NOTE—For Machine Screws with Fillister Head add 25% to above prices. Vistar. .cccccccccsccccccce +25 15 -10 .05 -03 
These prices apply only to the United States 
Electrical Contracting, August, 1931 ° 69 
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Telephones Transformers 
TELEPHONES RELIANCE & RACINE SWITCHES 
rs Am 20 Amp. 30 Amp. 50 Amp, 
Racine T eer ee 9.55" $23.00 ecece o80° en 
COUCH TELEPHONES Reliance Type 10-20-30-50......--- *30.00 $8200 $3666 
Vestibule Type Reliance Type 15 Triple Pole....... amas an - avene seal 
No. 74 Armored Cord Receiver Type........cccccececcccccccceeces $25.00 | Apartment House Types A-B-C-D-E-F-G 30. 00 a . Sethe.” . asedl 
+ 74A ouras Hy et Sa. o Cb eoSoecocsecesescecose seoccce | =e 
74C rdiess mG Speaker TYPE. ...ccccccsccccccccccccces 
bhewe odious are for telephones rf. ok but do not include for any call buttons. SANGAMO TIME SWITCHES 
Add for buttons—Janitor Calling Buttons if fitted. ............eeeeeee $. 115V. AC 230V. AC 115V. DC 230V. DC 
Be See ee ee Ce n,n cn cnscntcosccnseeconssenbeas .95 Type pis Throw Amp. Price Amp. Price Amp. Price Amp. Price 





SUITE TELEPHONES 
Series 2809 to 2849 or 1909 to 49 Page 22 Bulletin No. 89 S. H. Couch Co. 
Number of Buttons. .... sis 'e 








Price Ea. Surface or Flush $11.40 $12.45 $13.60 
TELEPHONE CABLES 
Number Braided Type “B” Lead Covered Type *‘L” 

of Conductors Number Price per Foot Number Price per Foot 

8 - Ps 14 a $.18 

12 B-12 -15% L-12 -21 

16 B-16 -18 L-16 27 

21 B-21 -22 L-21 -29 

25 B-25 24 L-25 -32 

31 B-31 -27 L-31 .39 

37 B-37 .30 L-37 .44 

EDWARDS TELEPHONES 
Vestibule Type 
No. 321 and 397 Armored Cord Receiver Type. ......++ seeeeeeeees $25.00 
No. 322 and 396 Cordless Loud Speaker *  .... ccc seceeeeenesees 30.75 
Above prices are for telephones complete but do not include any call buttons. 
Add for each Call Button...........++++eeeey steeonwe ceoscesececes $0.95 
« BNE a ov eccnscokedenneaetsecueehéense6caweneseet 3.25 
Apartment Telephones 

No, 3322 and 3352 Surface\ Ww all Type Watch Case Receiver ccecceses $12.50 
a 3332 and 3362 © Beee meee © ss ncuccccses 16.75 


No, 3342 and 3372 Flush e “ Watch Case © exnedeeeane 1 
Above prices are for telephones complete with two push buttons—Add $1.10 ‘for 
3 Buttons. 


STANLEY & PATTERSON TELEPHONES 


Vestibule Type 
No. 9-PE Armored Cord Receiver Type... ......cccccccsccccccees $25. 
No. 8-PVE Cordless Loud Speaker DS shveceseceseperevegeeviee 30 
Above prices re for telephones complete but do not include any buttons. 





Be GO GR SE Io bin i 0 56 e 666 ot ESeeaceregcccensiaceesness 
No. 12603—3 Gang Mail Box, for use with Vestibule Telephones. ...... 12. 
Ss Gee Gis BE, gs cnc hibesthdbianbins sundeunnnnendic 4. 


Apartment Telephones 
No. 2524-PE Surface WwW all Type with Watch Case Receiver 
No. 1172 2-PE « Long 
No. 2530-PE Flush ° . “ Watch Case “ 
Above prices are for Telephones complete with two push buttons. 


TIME SWITCHES 


ACE TIME SWITCHES—SELF WOUND 

All AC or DC Sel. or Dble. Pole — 100 to 130 Volts — Up to 60 Cycle 

On and Off Types No. 35 $45.00 No. E4 $47.50 No. E6 $50.00 
All Dble. Pole — 20 1 — 125 Volts Each Circuit 

Two Circuit Types Re £- 9 2 eer $45. 


GENERAL ELECTRIC TIME es 
TYPE T-8C—Sgle. Pole 
15 Amp. Indoor Service 


zug BES BE 




















115 V. 230 V. 
Cat No.. Price Price 
34x979 to 984 $22 $ 





< to 996... 
TYPE T-9— Dble. Pole 
20 Amp. In or Outdoor Service 















































60 and 50 p Cyto... DORE, « cco cécccscevescsocoedee 40.00 41.00 
40 and 2 POUGEHES. oc ccccccvccesccsecscccece 40.00 41.00 
ey EL ERR ELLE NIE EE ILI TARR 4.00 4.00 
HARTFORD TIME SWITCHES 
35 50 
Amp. Amp. Amp. Amp. 

Type 2 Doable Pole... .cccccccccccccesse $36.00 $39.00 $42.00 $50.00 
& D Dowdle Fels. occcscscacccccs 39.00 42.00 47.00 52.00 

= G y Ay Hall Light Control D. P.. =. * meee 60.00_...... 

HOROLECTRIC TIME SWITCHES 

Type Wound Capacity Description Price 
4 en ee Rae Pe, .csscepscicrsisicssecececs 3 
.W Ee Same as Type E & Hona Mounting Platein 42.00 
HW ___ Hand 60 * WORN TIER, conc cvncecbieesnuns 34.00 
EO Elec, 60 * 38.00 
HO Hand 60 * With Automatic Cutout for omitting opera- 30.00 
EOW Elec. 60 * tion on Sunday or any days desired..... 48.00 
HOW __ Hand 60 * 40.00 
ET Elec. 60 “ 35.00 
HT Hand 60 * Equipped for Four Operations perday, Two 27.00 
ETW Elec. 60 “ “Ons” and Two “Offs” in 24 hours...... 45.00 
HTW_ _ Hand 60 * 37.00 
ETO Elec. 60 “ With automatic day cutout and fouropera- 42.00 
HTO Hand 60 * OOO reer .00 
EM Elec. 30 Amp. 38.00 
HM Hand 30 Single Pole, Double Throw, for operating 30.00 
EMW Elec. 30 * large open circuit switches............. 48.00 
HMW Hand 30 * 40.00 
EC Elec. 30 “ 35 .00 
HC Hand 30 * Single Pole, with specialcontactforconnect- 27.00 
ECW Elec. 30 * ing automatic electric time motor....... 45.00 
HCW Hand 30 * 37.00 


E—Electrically Wound 
M—Single Pole, DoubleThrow 
O—With Automatic Day Cutout 


W—lIn Weatherproof Box 
H—Hand Wound 
T—For Four Operations per Day. 
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TCorTM-11 Sgle. Sgle. 20 $50.00 15 $50.00 = $56.00 15 $59.00 
TC * TM-12 Dble. 20 a 15 53.00 59.00 15 62.00 


TC “ TM-21 Dble. Sgle. 20 .00 15 56.00 20 62.00 15 65.00 
TC * TM-22 * Dble. 20/5 59.00 15/5 59.00 20/5 65.00 15/5 68.00 
TM-31 Triple Sgle. 56 62.00 5 62.00 5 68.00 5 71.0 
TM-32 ad Dble. 5 65.00 5 65.00 5 71.00 5 74.00 





TORK TIME SWITCHES OR CLOCKS 


Description Indoor Outdoor Switchboard 
Single Pole 15 Amp. 125 Volt #115H $20.00 #215H $27.50 #015H$17.50 
Double “ -e 250 “ #130H 25.00 $230H 32.50 #030H 22.50 


Single “ Double Throw #166H 25.00 #266H 32.50 #066H 22.50 
Contactor and Clock Combination 


#76062H- 60 Amp. 2 Pole ac $50.00 #75062H- 60 60 Amp. ~ Pole pe s. ». 00 
$76102H-100 C. 75.00 #75102H-100 5.00 


TRANSFORMERS 
BELL & TOY TRANSFORMERS 











50 to 133 25 to 40 
Secondary Cycle Cycle 
Name Style Watts Volts No. Price No, Price 
Midget ease 8 201 $1.00 201 $1.30 
Tri-Volt 6-8-14 281 1.30 281 1.55 
Ace oeee 8 280 «861.30 280 =61.55 
M-26 cece 8 1211 1.40 1211 1.75 
T-26 asee 6-8-14 296 1.40 296 1.75 
Heavy Duty 30 6-12-18 401 4.00 401 5.00 
DONGAN ° ° 50 66-14-20 455 5.00 455 6.25 
e e 75 6-14-20 472 7.50 472 9.35 
e e 100 6-12—18-—24 304 9.00 11.25 
e e 125 6—-12-18-24 351 10.00 351 12.50 
ad 150 6—-12-18-24 357 11.00 357 13.75 
Champion Toy 100 21020 880 5.85 880 7.30 
upiter 60 2t0o 20 821 4.10 821 5.10 
aster 150 1 to 24 850 8.25 850 10.30 
Steel Clad Bell 25 Single 86 $ 1.25 86 $ 1.45 
- vas “ 25 Three 86T 1.55 86T 1.75 
Porcelain Bell 25 Single 87 1.55 87 1.75 
Out. Box Bell : 86ER 1.55 86ER 1.75 
ED- Heavy Duty 50 8-16-24 88 4.25 88 4.65 
WARDS 75 - 89 6.40 89 7.00 
= 100 - 90 7.40 8.15 
Toy 50 3 to 18 870 3.50 870 4.20 
sad 75 3 to 24 1 65.85 871 7.00 
e 100 2 to 30 872 8.75 872 10.50 
Bell Residence 12 Volt 2332 1.25 192340 1.45 
G. E. Box Type tee 2488 1.40 2490 1.75 
Heavy Duty 50 8-16-24 2333 +45 00 2339 7.00 
= ” 100 10-20-30 7.70 2340 11.20 
Wizard 5 10 Volt 230-i0 1.00 230-102 1.15 
Nucode 56 10 Volt 230-111 1.40 230-112 1.65 
Tri-Volt & 6to 18V. 230-121 1.40 230-122 1.65 
Porcelain 5 10 Volt 230-131 1.40 cose 
Little Jeff Toy 50 544-13 535-101 3.65 535-102 4.30 
EF- Midget Toy 75 544-22 535-121 4.45 535-122 5.50 
FERSON Model 2 Toy 100 544-23 13 6.75 535-132 8.40 
Model 3 Toy 150 1-30 535-141 8.65 yee 
Heavy Duty 50 4to 24 231-101 5.10 1-102 6.35 
S pe 100 4 to 24 231-111 8.90 231-112 11.00 
~ - 150 _ 6 to 36 231-171 10.90 231-172 13.50 
“ ” 250 6 to 24 231-141 21.00 231-142 26.40 
Blue Bell 10 8 6166 1.00 
Tri-Volt 20 6to 16 6163 1.40 
Grey Bell on Cov. 10 eae > or R. - 40 
Porc. White Bell 10 8 1.40 
KIL-__ BlackBell H. D. 50 6t0 20 816, oe 5.00 
LARK - - sao 100 6 to 24 816-100 8.90 
« e 2's 250 6to 24 816-250 24.25 
“ e * = 500 5 to 24 816-500 28.25 
Box * In Box 10 8 was: 30 
Mold. Single 25 10 Volts 221 1.40 eee 
Mold. 3 Circuit 25 6 to 18V. 222 1.55 aes 
RICH- Steel Sgle. Cir. 25 10 Volts 225 1.25 235 1.35 
ARDS Steel 3 Circuit 25 6 to 18V. 226 861.40 
Cov. Ty’eSgle.Cir.25 10 Volts 227 1.40 237 «1.85 
Cov. Type3 Cir. 25 6 to 18V. 228 «1.55 
Porcelain Clad 25 Single 200D1 1.65 201G1 2.10 
va 25 6-9-15 203 D1 2.10 204G1 2.55 
Steel . . Single 205S 1.25 206SG 1.40 
° 6-9-15 207S 1.45 208SG 1.75 
STAN- Heavy Duty Pore. BO 6-12-18 209HD1 6.45 210HE1 7.20 
DARD 100 8-16-24 212EHD 7.75 213EHE 10.30 
Steel Clad “A” 50 6-12-18 A 6.20 301A 6.75 
. “ “B” 100 6-12-18-24 302B 9.25 303B 10.75 
- - «C” 200 6-12-18-24 304C 17.50 305C 20.65 
= “ “E” 300 6-12-18-24 306E 21.45 307E 25.75 
a « “F” 500 6-12-18-24 308F 28.90 309F 36.00 
STAN- TB H’vy Duty 50 8-16-24 501 4.25 502 4.75 
LEY TB H’vy Duty 75 8-16-24 751 6.40 752 7.00 
PATTER- TB H’vy Duty 100 8-16-24 1001 7.40 1002. 8.15 
SON TB H’vy Duty 150 8-16-24 1501 9.10 1502 10.00 


NOTE: For 220 Volt Transformers add 20% to above prices, 
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Wires Wires 
WIRES TELEPHONE WIRES 
i Covered 
Inside & Outside 
NEW CODE RUBBER COVERED WIRES Size Ins. Description pities 
‘ . “ Ft. 
Special Price on No. 14 S.B. Wire Per Foot | #19 3/32" Inside 2 Cond Twisted Pr. .......... “3.03 
- / - - - » erengenesns .04 
In tens thse Coll Seer Tey TTT ob dndeaseeahs cs inbds cetues . +3 22 5/64” es 8 “ © Pismeproof....... “04 
eee eeeee aarti ata intadtintan ig wasp > 4 pte Rea . 18 7/64” Outside 2 . 7 “ Sat. rd. — 7: .03 
Price Per Foot 16 4/32” ” 5 4 3 “_ ee re wsoe .03 
Other Sizes No. 18 No. 16 No. 14 14 5/32” Le? 2 : dies . . . -05 
Fixture Wire Bien: ¢0c0edeoeenvcceébhiun 3.34 $.01 amecee 14 5/32” i a “ Copperweld-Drop Wiad tas .05 
2 ¢ 01% osésns For price of single conductor use one-half of 2 Cond. price. 
01 .0134 See Above GALVANIZED TELEPHONE WIRE 
-01 01 d 
% 7. . : Size BWG No. 4 No.6 No.8 No. 10 No 12 No. 14 
ee ere tS 01% 01% 01 EBB Extra Best Per Pound... $.12 $.12 $%.12 $.12 $.13 $.14 
: iB _ peice nnnenge 5 el Nepen 01g | B.B.BetBet ©" .. oMl ML MLL cd 
Steel a OS Waa -10 10 -10 = .10 -ll .12 
Duplex Single Braid............... ovejatie “Geteee --eneone .0234 Weight Per 1000 Feet........... 153 112 74 49 32 19 
SS © on. on cccenctseces du. saa 08% Weight Per Mile... .....eee00+-+ 811 590 §=6390 )8=—. 258 170 99 
Price Per Foot 
Other Sizes No. 12 No. 10 No. 8 No. 6 WIRE, MAGNET 
Fixture Wire Light...... tdécccce 60cGne anne bieenibe aeeaX Price Per Pound 
SEP ec ceceescece ee ° ches 8 Sow se ove a — Siect Deshie E Pla | Goons. Poon 
ingle uble ingle jouble Enamel- ed Single ed Double 
Solid Single Braid...........++-. $.01% $.01% 02% $.04 Size Cotton Cotton Silk Silk d Cott c 
CUED © ccccccossccecee | LTE ‘03 4% | 8 er ae a” anrerererere $ -30 3.4 68 33 
Stranded Sele. Braid............ oy 02, stg | 1D _ a. sl lU UCU 40 
= a | csese ecccece .02 .02% e -05 .: 35 OP '* baltee © cco ae . 33 39 .43 
Duplex Single Brgid............. 0335 0434 0544.8 18 rt  *:es * ca ‘3 ‘Y $5 
Be esce ceesecece ° -05% ° -10 20 .48 .60 .76 1.00 40 i4 64 
22 . 54 .67 .82 1.10 -42 58 72 
LARGER SIZES DOUBLE BRAID STRANDED 24 ‘37 76 931.16 45 ‘67 ‘87 
Price Price | 26 61 938 1.06 1.30 48 80 1.04 
Size Per Foot Size Per Foot = gh .- He .-o ‘- - “a 
. . . . ‘ . . ° 
ge $e Srsesetece wean = pe &. bb decceeacooessece -- 32 1/04 1.35 1.78 3.10 61 1.40 1:93 
‘6D f... ae pace 06 No. 000... canis aaa 34 1.30 2.12 2.30 4.75 .71 1.80 2.97 
3) 3 Se BB eecmeneemem: 1:05 2:88 3.30) 718 82 2458.85 
et MR 09 250,000. ies ae 30 = 4.42 6.85 5.10 10.15 . 4.65 eee 
° ——— ha a ali = Se +. ewes .. shed UE. ccese 7 egage  ebsee 
No, 1 D. B.. -12 NOTE: ~~ eit ist use half the EP of next larger size, 
For ots use one third of above prices. 
“GIRGULAR MILL CABLE . For one ounce lots use one tenth of above prices. 
rice ; sis Price Per 100 Feet Piain Enamel- Enamel- 
ott. C. M. ler wee +7 venti C.M Per — Single Double Single Double Enamel- ed Single ed Double 
350,000 CM... 2222 2t 22. :39 Tee E........... a) Se Come, Come, Eee — ensiinn “= 
| heheh (000 GM. 2222 00 reece seers 25 $2.50 $2.75 
460,000. Mossccccic) 18 bon.oo0 GMa: ‘00 | 10 a eee 1:50 1-73 “2.00 
F 12 75 a .6a0be ceses 4 .25 1.50 
600.000 Co Mave .sceeeeee 58 1,000,000 Meneses sc... 1.00 | 12 “80 Ee dlleee %3 100 to 
Additions to Code Wire for 25% (Intermediate Grade) and 30% Wire. 6 ‘= > is Eee . ‘= = 
or intermediate 5 “or "an Or \ 7 
Sizes or 257, Wire For 30% Wire | 20 25 -35 35 -40 25 -30 -45 
From No. 14 to No. 10.....0.+20seeeee0s ar” pevbessevectes 20% | 22 15 -25 20 0 rH -35 
DCU... Sic6nicseeeneceatteds 6a nen duemaniens 10% | 24 -10 .20 15 -20 10 +15 +25 
From 3 to 4.0. Sco Ge AB ees 7% | 26 = ‘2 . ‘- ° . = 
9G, oO d 12 . . ° 
From 250, to 1,000, Sieanenchae , STTTTTTiTT Tere 5% 30 “08 “12 to “15 07 "10 "18 
32 .06 - 8 ° 5 .08 .14 
WEATHERPROOF WIRE 34 “06 “10 08 “12 05 “08 “14 
Triple Braid : 36 05 .08 06 -10 -06 -06 
. Price 38 05 -08 06 10 04 -06 -06 
ion. 00 He: OS a 86 Ee 8 ROT aU kdiew = hwcds.  tacew . dence .06 .06 


Per Pound BeRS..covcces -- $.60 §.55 $.46 §$.44 §. e $.39 $.35 
Stranded...... Megas Nate Me Chena 4 -40 .37 
Per Foot Sone 5 « npoeeeser ol 01% “02% 03 3 “ 
> BORE. ccccges .01 O1l% . . 0. .04 
Number Feet Per Pound... 70 50 40 30 
EXTRAS—For slow burning W. P. Wire—Per Pound Frtra......... $.01 
For Twisted Pair W. P. Wire—Per Pound Extra......... .02 
For Double Braid W. P. Wire—Per Pound Extra........ -01 
For Medium Hard Drawn—Per Pound Extra............ 00% 


For Armored Cables See Page PL-9. 
ANNUNCIATOR—TELEPHONE WIRE, ETC. 





Description No. 18 No. 16 

Solid Light 1% Per Foot. ude 6 wmieeses $.00% $.01 
Fixture Heavy'g “ eckeesewaeden -01 O14 
Wire Stranded tT Re eee Tee .01 01% 
See OoneP eo .01% 

Annunciator Wire 

Description o. 18 No. 16 No. 14 No. 12 

Single Per Pound...... $.70 $.60 $. one 

are 004% .00% ti‘ Ow 
Twisted or Duplex a Pound...... -65 ° 2S Seer 

Per Foot....... .01 .01% 


-02 + 
No. 18 No.16 No. 14 
Approzimate feet per pound Single Cond, Annunciator Wire 158 104 68 


Office & Damp Proof Wire 
-70 -68 








Single fer Pound.. .64 
on FES6.. cece 01 01% .02 

Twisted or yt Duplex Per Pound. -76 71 M 

POP POUR cccese -02 -08 04 

**Deltabeston’’ or similar. 

Single Stranded BlackorWhite Per west .02% .03 03% 
Single Stranded Colored Per Foot. . .03 038% 04% 
Single Glazed Cotton Per Foot. ...... .03 .038% 04% 
Single Artificial Silk Per Foot........ .04 .04 -05 
Duplex Glazed Cotton Per Foot...... -06 .07 .0 
Duplex Artificial Silk Per Foot. ...... .07 .08 09 
Twisted Pair Glazed Cotton Per Foot. .97 .08 .09 
Twisted Pair Artificial Silk Per Foot.. .07 .08 09 * 
Thermostat Wire No. 18—8 Conductor Solid—Per Ft........cccseeeee 





Asbestos Range Wire 


Description No. 18 No. 16 No. 14 No. 12 No. 10 No. 8 
Asbestos Range Wire or Switch Board 
Wire Single Solid—Per Foot........ $.07 .08 09 10 -12 .14 


These prices apply only to the United States 
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Note: Prices per 100 feet are higher than per pound rate to cover cost of 
measuring and should be used oniy for small lot sales. 


LEAD & RUBBER COVERED Vine AND CABLE 
Two Coadestor Cc dereeh 





Sin o soetamer 


Stranded Solid Stranded Solid Stranded 

No. +) {Price Per Foot "3.04 $.05 $.06 cz % .16 
No. 12 -05 -06 -09 -1l -16 .19 
~~ = - -06 .07 -10 -13 .18 .21 
7 7. - -07 -08 -12 +15 21 .28 
— = » . .10 -12 17 -22 34 .45 
mm ¢ °F ¢ e  paee es 15 ose -26 eos 51 
wh. @ eeccss off cone .34 — .63 
—<-. = edie .19 dn 46 .36 68 
AE aa - 24 -50 .95 
mae = = S ldesen= .30 dee -60 jens 1.10 
| we. Rake -32 “eee -69 oeee 1.19 
ee. ie ae eee .38 aaAe .79 ons 1.42 
mae. © a 44 pane 1.00 re 1.69 

oy ¢ uM. Cabhe coves 57 

300, —_— 

350,000 C. M. 

400,000 C. M. 

500,000 C. M. 

600.000 C. M. 

700,000 C.M. 

750,000 C. M. 

800,000 C. M. 

900,000 C. M. 
1,000,000 C. M. 





b based on following quantities: 
a. i 3 qe 100 ft. o No. 6 and larger less than 50 ft. 


PARKWAY CABLES 
Steel Taped 





Non-Metallic 
d 3c 


Siz 2 Cond. ey {os > . nad. 
No. Ta per fteseveeseees $ .35 me . 
senseessos .37 .59 -20 -26 
No 13 « Fee . .wosuenses .43 65 -22 .30 
No.8 ** ..cccccccce -47 .72 -26 .38 
No.G *% .ccccee 6eee .55 71 .37 .57 
Ne. @ @ .cccccccces .65 1.05 .50 .72 
Be Lcgecccnses .78 1.25 66 .93 
ee. OO . chacogmece 1.00 1.50 .80 1.25 
Beer rrr tire 1.20 1.60 -93 1.47 


NOTE: Prices on Parkway Cables are based on Trade costs in quantities ofless 
than 100 Feet. Larger quantities take lower prices. Consult your jobber. 
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New and Better 
A Time Switch for General Use 


EW in design ... and better! Because in ...for indoor and outdoor service ... with 
the Telechron motor it has a most accu- either plain dial (for fixed-time settings) or an 
rate and reliable timing element . . . because astronomic dial (for sun schedules). These 


it has a mercury switch, long-lived and 
positive ...and because it has many other 


desirable features. Our Bulletin GEA-1427 gives complete in- 


formation. For a copy, address the nearest 


features adapt it to every application. 


Any number of operations a day . . . skip a day 
or more if desired. Five different switch com- office of the General Electric Company, or the 


binations . . . for a-c. circuits up to 30 amperes General Electric Supply Corp. distributor. 


Join us in the General Electric program, broadcast every Saturday evening 
on a nation-wide N.B.C. network 


GENERAL@ ELECTRIC 


SALES AND ENGINEERING SERVICE N PR&tHEEeCTP 2s GCrivTriss 
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NEWS and SERVICE INFORMATION 





Material for this department is supplied by the headquarters staff of the Asso- 
ciation of Electragists, International, 420 Lexington Avenue, New York,N.Y. 


President, L. E. Maver 
14 North Franklin Street, Chicago, Illinois 


Vice President, Eant N. Peax 
1603 West Main Street, Marshalltown, Iowa 


Divistonat Executive CoMMITTEEMEN 


Great Lakes 
E. D. Brown 
2470 Grand River 
Ave., Detroit, Mich. 
Central 


E. T. LanGcrorp 
511 S. Third St. 


Minneapolis, Minn. 


Eastern 
Louis KatiscHEeR 
288 Livingston St. 

Brooklyn, N. Y. 

Southern 

J. A. Fowrer 
118 Monroe Ave. 
Memphis, Tenn. 
Mountain 
R. R. Rew 
35 Post Office PI. 
Salt Lake City, U. 


Southeastern 
W. W. InGatts 
315 S.W. 10th Ave. 
Miami, Florida 


Pacific 
C. L. Coamsiin 
639 Mission St. 
San Francisco, Cal. 


At-Large 

L. K. Comstock 
16 East 52nd St. 
New York City 
Eastern Canadian 

R. A. L. Gray 

85 York Street 

Toronto, Ont. 


Western Canadian 
J. H. ScouMAcHER 


344 Main Street 
Winnipeg, Man. 


General Manager 
Laurence W. Davis 
420 Lexington Ave. 

New York City 





House Wiring Adequacy 
Standards 

A three-day meeting of the Sub- 
Committee on House Wiring Ade- 
quacy Standards was held at the 
headquarters’ office of the Associa- 
tion, on June 29, 30, and July 1, at 
which the following members were 
present: 

J. H. Schumacher, Winnipeg, 
chairman; George LaVigne, Miami; 
D. B. Clayton, Birmingham; George 
E. Davis, Newark; Edwin M. Sea- 
man, Mineola; S. J. O’Brien, New 
York City; Arthur L. Abbott, New 
York City, technical secretary ; L. W. 
Davis, general manager. 

It was decided that the material 
prepared by this sub-committee 
should, in general, take the form of 
recommended standard practice ap- 
plying to all single, 2, 3 and 4 family 
dwellings; also that wherever neces- 
sary, these standard practice recom- 
mendations should be supplemented 
by suggestions for additional outlets, 
switch control, and service and cir- 
cuit capacity. 

The committee took up a detailed 
discussion of the various items in- 
volved in the layout of house wiring 
installations as follows: 

1. Outlets and switch control. 

2. Branch circuits for the heavier 
portable appliances. 

3. Branch circuits for lighting and 
small portable appliances. 

4. Branch circuits-for fixed appli- 

ances not including extensive ap- 





plications of electric space heating. 

5. Services. 
a. Service without provision for 
high capacity fixed appliances. 


b. Service including provision for 
range, water heater and other 
high capacity fixed appliances, 
but not including extensive ap- 
plications of electric space heat- 
ing. 

6. Layouts for electric space heating, 
including service and branch cir- 
cuits. 

7. Low-tension work, including bell 
work, public telephones and inter- 
communicating telephone systems. 


Election of Officers 


The biennial election of president 
and vice-president of'the Association 
of Electragists will take place at the 
Hot Springs convention, on October 
7. The election will be by official 
ballot of all members present and by 
accredited delegates of A.E.I. Chap- 
ters who are entitled to cast the vote 
on the official ballot of each member 
of their local Chapter. 


The Constitution provides that 
nominations for president and vice- 








NAME CITY 


Ernest Freeman, Chicago, Ill......... 
Gerry M. Sanborn, Indianapolis, Ind... 
James R. Strong, New York, N. Y..... 
*Joseph A. Fowler, Memphis, Tenn..... 
Paul H. Jaehnig, Newark, N. J........ 
J. C. Rendler, Los Angeles, Cal....... 
W. Creighton Peet, New York, N. Y... 
Robley S. Stearnes, New Orleans, La.. 
W. K. Tuohey, Springfield, Mass...... 
Sam Jaggar, Portland, Ore............ 
J. F. NePage, Seattle, Wash.......... 
J. Norman Pierce, Chicago, Ill........ 
*L. K. Comstock, New York, N. Y.... 
Alfred J. Hixon, Boston, Mass......... 
J. R. Tomlinson, Portland, Ore........ 
E. C. Gramm, Washington, D. C....... 
C. H. E. Williams, Vancouver, B. C.... 
J. F. Buchanan, Philadelphia, Pa....... 
T. M. Templeton, Detroit, Mich....... 
*R. A. L.. Grog, Toremtd, Ont... 6.005 
Howard P. Foley, Washington, D. C.. 
L... G. Been: Beerees,. Wits. oss cs s0000 


*Clyde L. Chamblin, San Francisco, Cal 


E. C. Headrick, Denver, Colo.......... 
J. G. Crosby, Philadelphia, Pa........ 
*J. H. Schumacher, Winnipeg, Man.... 
*Leo E. Mayer, Chicago, Ill............ 
A. C. Brueckman, Baltimore, Md...... 
S. J. Stewart, New Orleans, La........ 
Charles E. James, Fort Pierce, Fla.... 
*Earl N. Peak, Marshalltown, Ia........ 
G. W. Forsberg, Salt Lake City, Utah 
Allan Coggeshall, New York, N. Y..... 
*W. W. Ingalls, Miami, Fla............ 
John H. Busby, Detroit, Mich......... 
*F, T. Langford, Minneapolis, Minn.... 
*Louis Kalischer, Brooklyn, N. Y...... 
*E. D. Brown, Detroit, Mich........... 
*R. R. Reid, Salt Lake City, Utah ..... 


YEARS SERVED 
Li thcten seeks peda eehaed eas 1909-1914 
WENN bs he's a ewan neo aia wat ee 1909-1922 
ihjievvusswhvanew tees 1909-1916:1921-1929 


Webbe da Salpey seule Nese ee elegeiee 1913-1931 


Vier eye eee er revere 1913-1922 
Cpinad badvaVhesne Bee cobs eRe 1913-1918 


PE ee Te ee ere eT 1916-1928 
PREG WE Le PUATCKRS Sa Keehn ee RED 1916-1922 
Le¢icbsskeed RED PROS Shey edoa 1916-1919 
ye er ee ere Pree 1918-1919 


rd ThA Sad ewddsion ares 64 eke 1918-1921 
ect eR esac eae cae isnt ahead 1918-1919 


ns le ik ci uae 1919-1921 :1923-1925 :1928-1931 
Te erie ree Pee ee ere re: 1919-1922 
ee reer ee Te rT 1919-1921 
kL Nhaiehelem me eintd bh meee Abd Ree 1920-1922 
pas kekanvisdh be eyes eet keene 1920-1922 


SRS ee ee ee 1921-1922:1924-1927 
Pee ee Perret Tere 1921-1922 
oe Aer ee eer ere 1922-1931 


ee eee eee eT Or ae 1923-1931 
Fab eiksy baie ea eene aera 1923-1929 
ere T eT Teetter 1923-1924 
cu rand Shp be nes Geecd es oemais eee 1925-1931 
Ee ne Te Eee Seer ye 1926-1931 
ee TOE ET eee eT Tre eer 1926-1929 
ey Seer ree ery 1927-1929 


TCT Te TRE eres 1928-1929 


Ee FC, CEO EO Le Ee 1929-1931 


Pb eksehe eric sederokerenreews 1929-1930 


SP ee eee eee Ter 1929-1931 
tinh sw eew hse Reepreein RACE 1929-1930 
iii EN 66 td 100 Vee V5 eCereeeee 1929-1931 
bet bAG6S CARDED CSAS Ve kee ese en 1930-1931 


Pe Peer eee te eae 1930-1931 
a ee Tee eee eee ory 1930-1931 





Note: Names marked with an asterisk (*) are present members of Executive 
Committee. 
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Yes, They Look 
Alike, But~ 





aes which i is the ripe melon? Cutting 
them apart will not tell, but taste will! 


R yw looking at two rolls of friction tape won’t tell much either. It 
takes actual service to prove which has the longest life, greatest 
adhesiveness, more dielectric resistance and which one soils the fingers 
and doesn’t ravel. Consider these qualities when you examine a roll 
of DUTCH BRAND Friction Tape. We will send you a roll free if 
you mail us this advertisement pinned to your letterhead. 

DUTCH BRAND, you know, is an “Extra Service’”’ tape (four times 
impregnated) that actually saves you money by doing a “long life’”’ job, 
quicker. Big industries use it. Order from your jobber. 

Make extra profits by selling as well as using DUTCH 
BRAND Friction Tape. Comes in 4 sizes, Nos. 1, 2, 4, and 8, 
packed in effective and attractive counter display cartons. 


VANCLEEF BROS. 


Established 1910 
Manufacturers Friction and Rubber Tape and Soldering Paste 
Woodlawn Avenue, 77th to 78th Streets, Chicago, U.S. A. 














~ 





DUTCH BRAND 
Rubber Insulating Tape 
Fuses instantly without 
heat. Molds into one solid 
piece, replacing the original 


insulation. Resists over 
22,000 volts 


AION ere TAPE} §. DUTCH BRAND 


Soldering Paste 
A octenatie « mixture. Cleans 
asitworks. Holdssolderfast. 
Less paste required per job, 





DUTCH BRAND FRICTION TAPE 














president may be filed by any mem- 
ber, such nominations to be in the 
hands of the secretary at least thirty 
days prior to the date of the annual 
convention. No one shall be nomi- 
nated for president or vice-president 
unless he shall have served as a mem- 
ber of the executive committee. The 
consent of a nominee must be ob- 
tained before his nomination is put 
to vote. 

Present members of the A. E. I. 
who have served on the executive 
committee since it was established in 
1909, and who are therefore eligible 
for nomination as president or vice- 
president, will be found in the table 
listed on page 73 according to the 
years of service on the committee. 





Executive Committeemen 
Election 

The terms of office of five execu- 
tive committeemen expire this year at 
the annual convention in October, 
and election will take place at that 
time to fill their places. Those whose 
terms expire are as follows: 

J. A. Fowler, Memphis—southern ; 
F. T. Langford, Minneapolis—cen- 
tral; C. L. Chamblin, San Francisco 
—Pacific; R. A. L. Gray, Toronto— 
eastern Canadian; L. K. Comstock, 
New York City—at-large. 








New Chapters 

A.E.I. charters have been granted 
to new Chapters organized in Vir- 
ginia, West Virginia and Texas. 

Chapter officers elected for the year 
are as follows: 

Huntington Chapter: president: 
C. L. Walker, 532 Ninth St., Hunt- 
ington, West Va.; secretary: G. L. 
Hawes, Box 1183, Huntington, West 
Va. Roanoke Chapter: president: 
W. J. Pearman, 510 S. Jefferson St., 
Roanoke, Va.; secretary: C. C. Coon, 
28 W. Church Ave., Roanoke, Va. 
Lynchburg Chapter : president: John 
D. Hickok, 601—5Sth St., Lynchburg, 
Va.; secretary: Irby Hudson, 519 
Main St., Lynchburg, Va. Charlotts- 
vile Chapter: president: T. C. 
Ritchie, 319 E. Main St., Charlotts- 
ville, Va.; secretary: R. R. Case, 114 
4th St., N. E., Charlottsville, Va. 
Danville Chapter: president: D. L. 
Lewis, 224 Main St., Danville, Va.; 
secretary: R. G. Clarke, 545 Main 
St., Danville, Va. Temple Chapter: 
president: D. D. Walton, Box 81, 
Temple, Texas; secretary: Geo. D. 
Nichols, 1018 S. 11th, Temple, Texas. 
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Active Members of Greater 
Miami Chapter 

During the past quarter there have 
been a large number of changes in 
membership of the Greater Miami 
Chapter of Electragists. The present 
membership is as follows: 

Abbott Electric Co., American 
Electric Co., Biscayne Electric Sup- 
ply Co., Brown Electrical Const. Co., 
General Maintenance & Cont. Co., 
Julius Grethen; Harrington Electric 
Co., Inc., L. B. Harvey Electric Co., 
Jones Electric Service Co., Ingalls 
Electric Co., George LaVigne Elec- 
tric Co., R. E. Lowry Electric Co., 
Lyons Electric Co., Magin Electric 
Co., Neil Brothers, Riverside Electric 
Co., E. A. Robinson, Rossey Electric 
Co., D. D. Shaffer Electric Co., W. 
E. Sunderland, Wagner Electric Co. 
and Standard Electric Co. 





New Members 
The following applicants have 
been accepted into the A. E. I. since 
the publication of the list in the June 


issue: 
CALIFORNIA 
Long Beach: 
Electric Motor Repair Shop 
Los Angeles: 
Industrial Electric Serv. Co. 
International Elec. & Machy. Co. 
Littlejohn Reuland Corp. 
Norton & Norton 
FLORIDA 
Miami: 
Magic Electric Co. 
INDIANA 
Evansville: 
Ray Sieffert Elec. Co. 
New York 
Long Island City: 
Supreme Elec. Equip. Co. Inc. 
New York City: 
Harry A. Hanft 
New JERSEY 
South Orange: 
Morrison-Turbett, Inc. 
OKLAHOMA 
Oklahoma City: 
Black Elec. Co. 
Capitol Elec. Co. 
Fowler Elec. Co. 
Gaddis-Fentress Elec. Co. 
Grattan Electric 
Griffith Elec. Co. 
Hughes Elec. Co. 
B. D. Martin Elec. 
PENNSYLVANIA 
Wilkes-Barre: 
Wilfred E. Johns 


TEXAS 
Dallas: 
Libecap Elec. Co. 
Manett-Seastrunk & Buckner 


WISCONSIN 
Sheboygan: 
Acker Elec’l Co. 
Porto Rico 
San Juan: 


Int’l G. E. Co. of Porto Rico 
ARGENTA, SOUTH AMERICA 
Buenos Aires: 
E. Lix-Flett Co. S. A. 









Electrical Contractors! 


Strowger Auto-Com is the most simplified system yet devised 
for giving the best telephone service. A system that is easily 
understood, sold, and installed by any electrical contractor. 


The “Last Word” in Private Telephone Systems 


Auto-Com is the most recent development of a company that has 
pioneered and led in the manufacture of automatic telephone equip- 
ment. The Strowger name is world-known. 

Highest quality, modern—to the last detail! Telephones as used 
in public dial telephone systems . .. Monophones gracefully designed 


and in colors to match any interior. 


Inexpensive 


Its low cost, considering the completeness and superiority of its 
services, makes Auto-Com far more acceptable than any other pri- 
vate telephone service. Also, acceptable to those who “have in mind” 
less modern, less desirable communication equipment. 


The Best Product to Meet a Big, New Demand 
—for SMALL Systems! 

Smaller offices, factories, public buildings, and large residences 
(users of ten phones or less) are realizing the extra value of auto- 
matic private telephone service and there is a distinct trend to its use. 
Obvious superiority, reputation—everything is in your favor in sell- 
ing this market the Auto-Com! 


Something NEW to Sell 


Very important: Auto-Com will prove a big factor in pepping-up 
your line. It is live and you can be sure it will make satisfied cus- 


tomers for you. 


We Have an Excellent Auto-Com Proposition 


An attractive dealer’s selling-margin—even though the system is 
inexpensive and easily sold—is an important part of our proposition. 
Writing us a short letter that you are interested will bring details. 
Automatic Electric Inc., 1033 W. Van Buren St., Chicago, U. S. A. 


Strowger 


Strowger P-A-X 


N OW =A Private Telephone System 
Designed Particularly for Resale by 


Auto-Com 


Private Telephone System Made by the Makers of 
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Contracting 
News 








Information of Interest to Electrical Con- 

tractors consisting of items of news, short 

articles, practical ideas, etc. Our readers are 
invited to contribute to this department 





Takes 76 Hours to Wire 
Average Small Home 


An analysis of the distribution of 
workers and time among the eleven 
building trades required for the aver- 
age small home built in 1930 shows 
that electricians averaged two men 
and 76 hours per house with an ap- 
proximate total for the year of 190,- 
000 hours. The tabulation of dis- 
tribution shows the following: 


Average Approx. 

Average Hours Total 

Trade Men _ per house Hours 
Carpenters 5 968 2,420,000 
Masons 4 411 1,027,500 
Painters 3 250 625,000 
Plasterers 4 188 470,000 
Steamfitters 2 124 310,000 
Excavators + 120 300,000 
Electricians 2 76 190,000 
Plumbers 2 88 220,000 
Metal Workers 2 16 40,000 
Tilers 2 20 50,000 
Lathers 2 60 150,000 


According to this tabulation, which 
was made by the home construction 
division of Sears, Roebuck & Co., 
Chicago, approximately 2,321 build- 
ing trade labor hours were required 
for the average small home built in 
1930, involving the employment of 32 
workers in 11 building trades. 





Electrical Men Direct 
Memphis Building Congress 


At a recent meeting of the build- 
ing activities committee and _ the 
Memphis Building Congress, the fol- 
lowing officers were elected: M. H. 
Furbringer, president; J. A. Angus, 
first vice-president; H. R. Chears, 
second vice-president ; C. J. Watson, 


Jr., secretary, and Jos. A. Fowler, 
treasurer. 

In addition to the officers, the board 
of directors elected are: H. N. Howe, 
E. O. Korsmo, E. F. Dowling, Mil- 
ton Binswanger, E. O. Bailey, Ed 
Crump, Jr., and Jake Cohen. 

W. W. Rice, manager of the local 
Electragist Chapter, has been ap- 
pointed managing secretary. 

The Congress will continue the 
work of the building activities com- 
mittee to promote early development 
of building projects. 






Electragists’ Convention 
Program 

In the program being prepared for 
the 3lst annual convention of the As- 
sociation of Electragists, Int., to be 
held at Hotel Arlington, Hot Springs 
National Park, Ark., October 5 to 7, 
1931, a great deal of time will be 
given over to discussion of adequacy 
standards in wiring, motor distribu- 
tion policies, license protection, vio- 
lations and attacks on the Code, etc., 
etc. One entire session will be as- 
signed to a conference of delegates 
from the more than 100 Electragists 
chapters to discuss local chapter ac- 
tivities and interests. 

In addition to the many fine fea- 
tures offered by the Hotel Arlington, 
special convention low rates have 
been arranged on the American Plan 
to all members and their families. J. 
A. Fowler, Memphis, chairman of 
the convention committee, has also 
arranged for some southern sur- 
prises—glimpses of the old south that 
will be unique to the delegates from 
every part of the country. 

Among the interesting speakers 
listed are: J. F. Owens, president, 
N. E. L. A. who will talk on mer- 
chandising procedure ; G. D. Munger, 
secretary-manager jointly of the 
Hudson Valley Electrical League 
and Electragists chapter, on the sub- 
ject of the certified electrical con- 
tractor, and W. A. Cyr, associate edi- 
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tor of “Electrical West,” and acting- 
secretary of the Northern California 


Electragists. 
The program follows: 
SUNDAY 


International executive committee 


uae |POLARALITE SIGNS 


Evening concert. 
MONDAY 
Morning: 

Opening general session. 

Sightseeing trip for the ladies. 

Luncheon conference of motor 
section. 

Afternoon: 

Trip to Carpenter Dam, 80,000 
h.p. development. 

Trip to Lake Katherine with bridge 
party and tea at Couchwood for 
the ladies. 

Evening: 

Informal dance and bridge at Ho- 
tel Arlington. 

Trip to Belvedere Club for danc- 
ing. 





TUESDAY 
Morning: 

General business session. 

Niloak pottery demonstration and 
trip to observation tower for the 
ladies. 

Afternoon: 
Golf tournament. 
Evening: 

Concert and informal dance at Ho- 

tel Arlington. 





_- WEDNESDAY Frink Polaralite Sign installation for the Northwestern 
anal a Light & Power Company's office in the Public Service 
Chapter activities. Building, Portland, Ore. 
Reports, discussions and _ legisla- 
tive action. 
Miniature golf tournament for the 
ladies. ; . 
Afternoon: Polaralite Signs have been installed all through this build- 
Election of officers and executive : . ; d th cal 
cieadaiiiesianten ing. Those shown in the picture are made with specia 


Concert and informal bridge at 
Hotel Arlington. 7 ‘ . . 
Evening: sheets of plate glass with any desired lettering or design 
Annual banquet and entertainment. 


clamps to slip over the marble ledge. Polaralite Signs are 


etched thereon and lighted at one edge. This causes the 





Collier Reelected President | design or lettering to stand out as though the letters were 


J. R. Collier was reelected presi-| suspended in space. Complete details on request. 
dent of the Denver (Colo.) Chapter 


of Electragists, at its annual meeting 
held recently. Wm. A. J. Guscott was 
elected vice-president, E. E. Stettler, 
secretary, and L. A. Vosmer, treas- K 

urer. The board of directors com- T 4 FE F ~ | N O x P O R ATI O N 
prises J. R. Collier, L. A. Vosmer, 
Wm. k J. Guscott, B. Swank, O. F. 23-10 BRIDGE PLAZA SOUTH, LONG ISLAND CITY, me ve 
Oehlmer and E. E. Stettler. 
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CONDUIT 


that resists corrosion 





FRETZ-MOON HOT DIPPED GALVITE 


@ For locations where cor- 
rosive action is likely to be most severe, or where 
conduit of the highest type must be used—insist on 
Fretz-Moon Hot Dipped Galvite. 


Hot Dipped Galvite—the corrosion-resisting conduit 
—is made from mild steel skelp by a patented “‘contin- 
uous” process, every step of which is under absolute 
control. It is heavily galvanized both inside and out by 
a special hot-dip process, and the inside galvanized sur- 
face is covered with a heavy baked-on coating of smooth, 
tough enamel. 


' Thus, maximum protection against corrosion is in- 
sured and a clean, fast raceway, free from rough edges 
or burrs, is provided. 


Hot Dipped Galvite, like all Fretz-Moon Conduit, 
bends easily without scaling the galvanizing, cracking 
or chipping the enamel, or opening at the weld. Threads 
are deep, sharp and clean—couplings run fast and true. 


Everyone who specifies or uses conduit should have 
a copy of the Fretz-Moon Conduit Booklet—it tells how 
Fretz-Moon Conduit is made and why it is better— 
write for it. 


FRETZ-MOON TUBE CO. INC. 
BUTLER, PENNA. 


PRUTRERE 





RIG/D CONDUIT 





Business Expansion Urged 

The electrical dealers and contrac- 
tors attending the twenty-second an- 
nual convention of the Mississippi 
Electrical League at Jackson, Miss., 
June 23 and 24, were urged to con- 
tinue business expansion and to work 
for closer co-operation between con- 
tractor-dealers, distributors and cen- 
tral stations in order to give better 
electric service to the public. L. V. 
Sutton, vice-president and general 
manager of the Mississippi Power & 
Light Co., Jackson, advised all elec- 
trical service men to “keep a stiff 
upper lip” and to continue with plans 
for constantly expanding electric use. 
Electrical development in Mississippi 
in the last five years and prospects 
for further development were also 
discussed. 

The officers of the league are A. 
G. Riddick, president; Charles A. 
Koeneman, first vice-president ; L. P. 
Sweatt, Jr., second vice-president ; 
and T. B. Cabell, secretary-treasurer. 

The finals in the annual golf 
tournament were played following the 
business session the first day. The 
convention closed with a banquet and 
dance at the Lee Hotel. 





Minnesota Contractors Told 

About 101 Wiring Defects 

At the summer meeting of the 
Southern Minnesota Electrical As- 
sociation at New Ulm, Minn., June 
21 and 22, H. B. Forster, deputy 
state fire marshall in charge of elec- 








PRESIDENT OF ESSEX ELECTRICAL 
LEAGUE: E. J. White (Eddie to almost 
everybody in New Jersey), we are told, 
has rare ability in getting co-operation 
from everyone in the League. With a 
50 per cent increase in membership 
since the first of the year the league is 
becoming a powerful influence for the 
benefit of the industry in their section. 
We snapped this contractor at the an- 
nual league golf tournament. 








en 
de’ 
Sn 
ho 
no 
let 
tio 
pli 


tri 
W 
on 
un 
inj 
mi 
tie 
ins 
tio 


[T= wa F ww 


\L 
st 
id, 
on 


ip 

is 
he 
yn. 


\n- 












August, 1931 


ELECTRICAL 


CONTRACTING 








WIRING 600 HOME DEVELOPMENT: 
J. Livingston, Rye, New York, is busily 
engaged in wiring 600 homes in a new 
development of the Westchester County 
Small Estates at Scarsdale. One of the 
homes is seen in the background. We 
noticed that every home has two out- 
lets just outside the rear door for addi- 
tional light or to operate electrical ap- 
pliances. 





trical inspection, discussed defective 
wiring listing one hundred and 
one defects on which the insurance 
underwriters base their penalty rat- 
ings. He sought the co-operation of 
members in eliminating these penal- 
ties, urging better work and re-wir- 
ing of obsolete and unsafe installa- 
tions. F 

O. B. Preston stressed better elec- 
trical installations in small communi- 
ties. E. L. Harris and John Lapham 
also spoke to the contractors 

William A. Ritt, secretary-treas- 
urer, submitted reports showing that 
the membership has doubled in the 
past year, and now is the largest elec- 
trical trade group in the state. 





Working for New State 
Electrical Laws 

The Duluth and N. E. Minnesota 
Chapter of the Association of Elec- 
tragists, consisting primarily of the 
membership of the Duluth Electrical 
Contractors Association, after reor- 
ganizing, has been actively engaged in 
supporting new state electrical laws. 
The association, by a series of let- 
ters to prominent clubs and indi- 
viduals all over northern Minnesota, 
have been instrumental in having a 
great deal of pressure brought on the 
legislators in behalf of this projected 
legislation. This legislation has been 
passed through and put on general 
orders in both houses and is now be- 














WADSWORTH 





Catalog No. 1843 
Accessible Fuse 
60 Ampere Size 


Accessible 
FUSE 
100% 

SAFETY 
SWITCHES 


This Wadsworth Accessible Fuse 


Switch meets the continuous forward 


movement for 


“Safe” 


“Adequate Wiring” 


Meter Service Switch Installation 


This combined with the ample wir- 
ing space—all terminals, blades and 
jaws in clear sight, you have a 
switch that is easy to wire and in- 


spect. 


Features that mean faster 


work and a better job. 


W. Mrc@INc. 





New Catalog Ready for Distribution 
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FOR 60 DAYS ONLY! 


We Offer You This 26” Unit 
with a 134” Guaranteed 
Reflector at 


' 25% less than ever offered 






Call your 
Jobber today 
for new price 


AN OPEN LIGHT WITH A 
GUARANTEED REFLECTOR 


Number 950 accommodates 300 
Watt, 500 Watt, 750 Watt, 1000 
Watt, 1500 Watt P. S. Lamp. It is 
adjustable to all angles and degrees 
for mounting on a 2” iron pipe. Has 
a very heavy and durable enamel. . 
Is fitted with genuine rayalium dou- 
ble dome reflector, measuring 13!/2” 
wide and 6” deep. Double dome 
shaped and chemically etched. The 
socket housing is made with the view 
of keeping the weather out and of 
keeping the base of the lamp cool. 
The apron is made of heavy body 
stock, highly enameled. 


Packed in individual cartons. 


We will Replace free of charge any 
reflector that goes bad in 
20 years of service 


Write us or our agents 
a ~ C. Shine, 271 Franklin St., Boston, 
ass. 


1. H. Feigenbaum, 6240 Walton St., Phila- 
delphia, Pa 


Wm. E. Winchester, 243 LeRoy Ave., Buffalo, 
N.Y 


Kowfeldt Company, 529 Seventh St., So, Min- 
neapolis, Minn. 

Al. €. Dusseau. 503 Detroit Savings Bank 

Bidg., Detroit, Mich. 

The Business Getter, 701 E. 8/2 St., Houston, 
Texas. 

Harold Lipp, 115 W. Third St., Cincinnati, 0. 

Panama Lamp & Commercial Co., 815 Howard 
St., San Francisco, > 

Panama Lamp & Commercial Co., 737 Terminal 
St., Los Angeles, Cal. 

Joseph Slade, 10045 {13th St., 
berta, Canada. 


Edmonton, Al- 


The Marbelite Art Products Co. 
2652 W. Lake St. Chicago 


TEAR OUT AND MAIL 


meee ner ewer == es ee we eon wer eww ew ew ee 
Marbelite Art Products Co., 
Chicago, Il. 


Please send me descriptive bulletin of 
your No. 950. 





TeReePe Pee ESOC eCO eee eee eee rere) 


ing worked on by the state legisla- 
tive committee. 

The new Duluth electrical ordi- 
nance recently proposed will be in- 


| cluded in the new building Code this 


year, 

The officers of this new association 
are D. Ehlert, president; William 
Johnson, vice-president and R. Gran- 
quist, secretary-treasurer. 





Good Elected President 
Elizabeth Association 

The following officers were elected 
by the Master Electrician’s Associa- 
tion of Elizabeth, N. J., at its recent 
annual meeting: John A. Good, pres- 
ident; J. H. Gernandt, vice-presi- 
dent; William E. Kenser, secretary, 
and Felix C. Heick, treasurer. 





Ohio Contractors Condemn 
Sub-Standard Wiring 
One of the high-lights of the meet- 
ing of the Ohio Electrical Contract- 
ors Association held June 19 and 20 
at Toledo, Ohio, was the adoption of 
a resolution condemning the use of 


armored cable having one conductor | 


bare which is used as grounded neu- 
tral conductor in range wiring, vio- 
lating the rules of the National Elec- 
trical Code. The association will 
notify the Ohio Power Company and 
all other utilities operating within the 
territory of its membership, that mem- 
bers will install only wiring comply- 
ing with National and local codes. 
Another resolution adopted was to 
refrain from using all wiring ma- 
terial known as non-metallic surface 








ELECTRAGISTS FLY TO CONVEN.- 
TION: These men chose the air route 
in attending the spring convention of 
the Iowa Association Electrical Con- 
tractor-Dealers at Burlington May 25 
and 26. Left to right George E. Hum- 
mel, Hummel Electric Co., Davenport; 
Lloyd Zeug, Leithner and Weishar, 
Rock Island, Ill, and John D. Corry, 
Louis L. Corry Co., Davenport. The 
picture shows them about to hop for 
home. 




















Always 
Look Before 
You Light 


That sounds like good ad- 
vice to a parachute jumper, 
but it’s even better advice to 
electrical contractors. 


The lighting of modern 
buildings has become an ex- 
act science as well as a fine 
art. 


In order that the finest 
possible lighting effects may 
be secured for any building, 
we maintain a completely 
equipped lighting demonstra- 
tion studio at our factory. 


Here—with the hearty co- 
operation of our corps of ex- 
perienced lighting engineers— 
a complete program of light- 
ing effects can be worked out, 
and Hub equipment specially 
designed to produce every de- 
sired lighting effect. 


You are cordially invited 
to make free use of all of our 
facilities as it fits your con- 
venience. The complete facili- 
ties of our capable organiza- 
tion are yours to command. 


Write for your free copy 
of comprehensive Lighting 
Handbook just published. We 
will be glad to send it to you. 


HUB ELECTRIC 
COMPANY 


Complete Electric Lighting 
Equipment 
Factory and General Offices 
2219-2225 West Grand Avenue 
Chicago 
Telephone Seeley 6440-1-2-3 


Branch Offices 
New Yerk Tolede Milwaukee Minneapolis 


| 
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“LATROBE” 


(Fullman Mfg. Co.) 


PRODUCTS 


are known as 


THE BEST 


Carried in Stock 
by over 300 
Jobbers 





Write for New Catalog 
No. 225 


on your letterhead and mention 
name of your Jobber. 


FULLMAN 
MFG. CO. 


LATROBE PA. 


























STOCK SELLS SERVICE—T. Terwil- 


liger, Electrical Service Co., Mount 
Vernon, N. Y., sells motor repairs and 
other electrical service by letting his 
customers know that he has parts for 
their jobs, and that work will not be 
held up for lack of materials. In order 
to keep a sufficient stock plant surveys 
are made in addition to studying records 
of materials used in the past by cus- 
tomers. 


extensions as it lowers the standards 
of electrical wiring. 

Many topics were discussed at this 
meeting, including the new state 
safety code, the standardization of 
electrical meter equipment, steel 
tubes, objection to the use of 
armored service cable, and electric 
range installation. 

A motion was made that the Board 
of Directors take up further the affili- 
ation of the association with the As- 
sociation of Electragists, Int. 

Speakers at this meeting included 
E. D. Brown of Detroit, Great Lakes 
committeeman of the A. E. L.; 
A. Penn Denton, engineer-director, 
armored cable section, N. E. M. A., 
and F. L. Lucas, chief engineer of 
the electrical inspection department 
of Toledo. 





Kansas City Makes Check of 
1930 Electrical Fires 


While the number of fires due to 
electrical causes in Kansas City, Mo., 
during 1930 were virtually the same 
as in 1929, only 78 were due to de- 
fective wiring as against 90 in 1929 
and 91 in 1928, according to a report 
recently published by the Electric and 
Radio Association of that city. 

In addition to defective wiring, 13 
fires were due to defective appliances ; 
33 to careless handling of appliances ; | 
10 to radio and 18 miscellaneous, 
making a total of 152 for 1930. 








LAKE 


A-C No-Contact 
Signals 
Never Wear Out 


2%" TO 14” BELLS, 
Standard Type 
shown at right, or 
‘-Underdome Monitor 
Type Available, Are 
all Underwriter Ap- 
proved. 
















No. 700 Series 


cut shows 708—8” 
11, Furnished 





No. 116 COMBINATION 
BELL AND BUZZER 
Mounts over single gang 
box. 12 V. std. coil, with 
tone adjustment. Price, to 
dealers, $2.10. 










No. 120-7 FLUSH RETURN 
CALL BUZZER STATION 


Fits Single Gang Boz. 
Price, 12 volts, $2.40. 














No. 124 FLUSH 
12 volt Buzzer fits Sin- 
gle gang box. Price, $.78 
without plate. Tone ad- 
justment. 








No. 112 SUR- 
FACE 12 VOLT 
BUZZER 
Tone Adjustment 
Price, Black, 
1 


Nickel, $1.20. 
No Contacts. 








Two Factories to Serve You 


National Time & Signal Corp. 
7700 Grand River 
Detroit, Michigan 
and 
LAKE MFG. CO. 
Oakland, California 
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Write directly to us, or ask your regular 
Jobber for a copy. 


ANNOUNCING © 


DAY: BRITE'S NEW 
CATALOG 


If you are interested in 
more business—get this new 
Day-Brite Catalog No. 9. It 
contains dozens of new items 
that offer splendid oppor- 
tunities for profitable sales. 








3825 Laclede Ave.- Saint Louis 











Night 
Lighting 
jobs are easy 
to sell with 





GIANT FLOODLIGHT PROJECTORS 


Giant Night Lighting installations 
help to sell themselves because they 
are PROFITABLE tto the user. 
Baseball clubs report attendance has 
trebled and quadrupled with Giant 
Floodlight Projectors—and the cost of 
installation was paid for out of the 
EXTRA profits of the first few 
games! The same is true of football, 
tennis, bathing pools, oil stations and 










Giant Mfg. Co. 


Council Bluffs, lowa 


Trenton, N. J. 


numerous other fields in which flood- 
lighting is taking hold so rapidly. 

Let Giant Engineers help YOU to 
get a slice of this extremely profit- 
able business this year. We co-oper- 
ate with the Electrical Contractor 
100% and help in the development of 
business in your community. Write 
for catalog and complete details. 


Dept. E.C. 


Oakland, Calif. 














F. P. Vose Resigns from 
N. E. C. A. 

Frederic P. Vose, after continuous 
service of 35 years with the National 
Electrical Credit Association, has re- 
signed as secretary of the associa- 





F. P. Vose 


tion, and will be succeeded by Col. 
F. A. Lind. 

Mr. Vose was general secretary 
and counsel of the National Elec- 
trical Credit Association and Elec- 
trical Credit Association, central di- 
vision, since 1896. He has also been 
editor of the monthly publication, 
The Viewpoint, of the N. E. C. A. 
since 1915. 

Mr. Vose will not be entirely dis- 
associated from the work of the as- 
sociation because the law firm of 
Vose and Lind, of which he is senior 
member, will continue to act as legal 
counsel to the association. 





Re-elect Frierson to Head 
Savannah Contractors 

Norton Frierson was re-elected 
president at the July 10 meeting of 
the Electrical Association of Savan- 
nah, Ga. John A. Walsh was also 
re-elected vice-president. J. M. 
Braswell was elected secretary and 
treasurer, succeeding J. E. Cretty, 
who has served in this capacity for 
the past two years. 





Harry Jasper 

Harry Jasper, well known Jersey 
City contractor, died June 15. The 
steering knuckle of his car is said to 
have broken while crossing a viaduct 
at Jersey City. The car then plunged 
over a guard rail to a 50-ft. drop 
with fatal results. Mr. Jasper was 
40 years of age. 
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A ROLL 
0’ 
TAPE 


Electrical flash- 
es gathered 
among the Big 
Wire-an d-Pipe 

Men by 
Coit A. (Duke) Smith 


and Walter Holmes 
Field Editors, Exectrica, ConTRACTING 





A” to that growing list of con- 
tractors who did, or do, hold pub- 
lic office the name of Herman A. 
Clinque, South Norfolk, Conn. Mr. 
Clinque has been appointed city con- 
stable. 





S BRESLAUER, Brooklyn, recently 
* completed the wiring of a large 
college building where electrical engi- 
neering is taught. When the work was 
done he presented the college with a 
layout showing every pipe and every 
wire on the job, also connections, panel 
boards, etc. These drawings, it is un- 
derstood, are used as a part of the class 
instruction in correct wiring methods. 





HE Morrison Electric Co., Thir- 

teenth and Washington Streets, Port- 
land, Ore., has been purchased by H. H. 
Parrott and H. C. Ploense, employees 
of the company. The company, which 
is an A. E. I. member, has been in ex- 
istence for twenty-five years. Mr. Par- 
rott has been with the company twenty- 
four years and Mr. Ploense nine years. 
The company will retain its name and 
remain at the same location. 


RS. DELLA BEST of Best Elec- 

tric Company, Ames, Iowa, is un- 
doubtedly one of the most efficient wo- 
man range sellers in the country. She 
began to take it seriously several years 
ago and in 1930 reached the point where 
she held a class for the Ladies’ Auxiliary 
of the State Contractor Dealer Associa- 
tion and other interested women. She 
gave a complete talk on the selling and 
handling of ranges and the information 
has proved valuable to many of these 
women who assist their husbands in the 
store. 


HEN the Meeks-Collins Electric 

Company, Norfolk, opened their 
new store and shop last November they 
were literally the “talk of the town.” 
Seventeen merchants in that block had 
open house and kept their stores open 
till 10 P. M. on the opening day. Music 











FREE CUTTING 
and EASY BENDING 














The Symbol 
of Conduit 
Quality 


rOunesrownot gs 





See also our Catalog in 
ELECTRICAL TRADE 
-— CATALOGS —, 


I 
The STEELDUCT CO. 


Youngstown, Ohio | | 


























FLEXIBILITY 
in Outdoor Lighting 


Single, Double or Multiple bracket mounting with New 
“Quad” 1000 Watt Rectangular Reflector is the “Quad” 
answer to outdoor lighting demands. 


Inner Beam Projector 
Chromium Finish on Copper 
Adjustable Focus, 750—1500 W.—builds up lighting in- 


tensities at more distant points. 
1000 W. Reflector, 16xi8”, ad- 


justable brackets of eas 
aluminum. Also Single, Triple 
or Multiple mounting. Re- 


flector may be fitted with Inner 


Use “Quad” catalog as Hand 
Book of Lighting Data. Ask for 
circular if misplaced, illustrat- 
ing and describing new outdoor 
lighting equipment. Complete 
catalog on request. 


Beam Projector. 


QUADRANGLE 
MANUFACTURING CO. 


30 South Peoria St. Chicago 
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Save Time and Money 


With a Greenlee Bender 





= 
2 


Contractors can save considerable 
time and money on every job by us- 
ing a Greenlee Conduit Bender. The 
machine is portable, won’t distort 
metal and works at a speed that will 
surprise you. Equipped with attach- 
ments for bending both standard and 
thin-wall steel conduit. Above view 
shows the bender when fitted for 
standard conduit. Built in two sizes. 
No. 770 bends 1%, 1%, 2, 2% and 
3-inch conduit. No. 775 bends 2%, 3, 
3%, 4 and 4%-inch conduit. 





Above is the No. 770T with attach- 


ments which solve the contractors 
problem of how to bend thin-wall 
steel conduit. With the Greenlee, con- 
duit can be bent quickly without 
crushing, a full 90 degree bend made 
with one complete forward move- 
ment of the power ram. Does away 
with the purchase of manufactured 
bends and some fittings and permits 
easier pulling of wire and cable. At- 
tachments for 1%, 1%, and 2-inch 
sizes. Write for prices. This ma- 
chine will make money for you. 


GREENLEE TOOL CO. 8-31 
ROCKFORD, ILL. 


Please send complete information on 
your hydraulic benders with attach- 
ments for both standard and thin-wall 
steel conduit. 


City 
BORER GE GORE, 0.060 cncucdss.coccecces 


was furnished and souveniers were dis- 
tributed. Newspapers devoted several 
columns in telling of the affair and of 
progress made by the firm since their 
opening 30 years ago. Neighboring 
merchants ranging from corset shops to 
grocery stores contributed special adver- 
tising space for congratulations on the 
event. 





ARR ROBINSON & BIRD, LTD., 
Vancouver, Electragists, are special- 
ists in industrial wiring for light and 
power. They are fully equipped to take 
care of the largest job and their installa- 
tions include many large projects. The 
most recent contract include the light, 
heat and power wiring in all buildings 
of the Civic Airport and the lighting 
and power systems on the new Fisher- 
man’s Central Docks for the Vancouver 
Harbor Board. This company has been 
in business 21% years. 





WAS glad to hear that the Schlueter 

Electric Co. of Davenport, Iowa, is 
going strong on specialty wiring. In 
addition to oil burner and electric stoker 
installations, they have been concentrat- 
ing on the electrical work on conveyor 
systems for coal yards. They put in ten 
of these latter installations in 1930. 





Tt Albany Chapter of the Mo- 
hawk Electric League has decided 
that “enough is enough” as far as un- 
fair practices of the general contractor 
are concerned. Those who obtain the 
lowest bids from the several trades, se- 
cure a contract on that basis, and then 
go “shopping” for even lower bids may 
find that this practice does not pay. 
The Albany Chapter condemns this 
practice and gives full cooperation to 
electrical contractors who refrain from 
soliciting business with “shopping” gen- 
eral contractors. 





S. PETERSON, Peterson Elec- 

¢ tric Co., Rockford, IIl., sure be- 
lieves in signs, if the one he has in- 
stalled in front of his place is any 
indication. It is vertical, over 30 feet 
high, and of course is electrically lighted. 





IM GRAY has withdrawn from the 
Gray-Trimble Electric Co., Bloom- 
ington, Ill. His stock has been bought 
by Roy Trimble and various employees. 
The construction business of the firm 
will be carried on without other change. 





Ar hearing a lot of blues sing- 
ers it’s great to talk with a man 
like Stephen R. Wallys. He likes being 
a contractor and believes Delmar, N. Y. 
is one of the best little villages in the 
country. He should. In two blocks of 
Delmar there are 20 electric ranges in- 
stalled. Wallys sold thirteen of them. 
There is no gas in Delmar so every 











| new house has an electric range and 
| Wallys, for one, doesn’t care if Delmar 
never gets gas. 





BB 


Conduit and Cable 
Hangers 


For all trough work or open wir- 
ing MINERALLAC Conduit and 
Cable Hangers save time and trou- 
ble. One screw or bolt and they 
are fastened quickly and securely, 


Made of the highest grade spring 
steel. All sizes from 3” to 214” 
inclusive. 





Hanger without Porcelain Bushing 


> 


Hanger with Porcelain Bushing 


JIFFY CLIPS 


REQUIRE only one screw or bolt 
to make a good secure Job. They 
save contractors many hours of 
labor. Accommodate pipe from 


y%” to 1\y4”. 








MINERALLAC 


ELECTRIC COMPANY 
25 N. PEORIA ST. CHICAGO 
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PECIALIZATION has been instru- 

mental in increasing the volume of 
business of The Kester Electric Co., 
Terre Haute, Ind., since the first of the 
year. This company, which specializes 
in mine, factory and elevator motor re- 
pair work, is at the present time exceed- 
ingly active with a number of large jobs 
for several of the coal companies with 
mines located in Indiana. 





66 HE lightest place in town,” was 

the slogan of the Thompson 
Electric Company, Raleigh, N. C. Then 
they vacated the old store. The enter- 
prising merchant who moved in con- 
tinued to use the lights of the old 
building and increased his business 
through maintaining the old slogan of 
the store, “The lightest place in town.” 
Now there’s a selling point for the 
contractor-dealer who wants to rent or 
sell his store. 





T= old battle of a.c. vs. d.c. goes 
merrily on, with the latter executing 
a dignified but steady retreat before the 
onslaught of modernization. Comes one 
W. W. Rice, manager of the Electragists’ 
Chapter in Memphis, Tenn., and deposes 
that his city now has only 15 buildings 
using direct current. The work of chang- 
ing over has been going on there for 
several years, 





ad Yue wiring in this building shall 
conform to the California Red 
Seal Standards. The Electrical Con- 
tractor shall arrange for the necessary 
inspection and shall deliver the Red Seal 
Certificate to the owner.” The above 
stamp is imprinted on all leases exe- 
cuted by the Marblehead Land Co. on 
ocean beach property in the Malibu dis- 
trict between Santa Monica and Ven- 
tura in Los Angeles County, Cal. These 
districts are mainly populated by motion 
picture people who appreciate the need 
of the best wiring possible. 





HE Crawley Electric, Peoria, IIl., 

goes in heavy for lighting of 
all kinds, and does most of the selling 
from the display in the store. Having 
moved into a new place, Mr. Crawley 
paid special attention to the arrangement 
of the display units. The residence and 
commercial numbers are neatly sepa- 
rated; the side walls are used for brac- 
kets and a long shelf, table-high shows 
off the table lamps to good advantage. 





HEARD that the Electric Construc- 

tion & Machinery Co. of Rock Island 
was mighty strong for quality material. 
Without telling him what I had heard, 
I sounded out Wm. J. McNealy of this 
company and he proved to me very 
quickly that 99 per cent of the material 
they used is A-l. This brings out the 
results of our recent survey which 
showed that the majority of the con- 
tractors are anxious to use good stuff. 








Type PRG Plug 






The Circuit Breaking Receptacles 
and Plugs illustrated, have self- 
aligning floating contacts, arc re- 
sisting insulators, self-closing covers, 
and separate terminals for protec- 
tive ground. 











Very easy to wire, made in 2, 
3 and 4-Pole, 30 and 60 Ampere. 
Approved for use on both 250-Volt 
D.C. and 600-Volt A.C. Circuits. 


If you do not have our Catalog 
and Bulletins, write for them. 


Ralco Manufacturing 
Company 


Designers & Manufacturers 


125 No. Albany Ave., 


Chicago, Ill. 
Type C _ Type HF 




















Cut the Cost 
Increase the Profit 


meeee) that’s just what 
| the Red Streak 
1 1/4,” Slow Speed 
Drill was designed 
to do. How? By 
using it with a hole 





saw to cut holes up 
| to 3” diameter, or 
| drilling with 1” 
| wood bits. It will 
work fine on jobs 
where you need holes to run conduit or BX through wood or 
unusually thard metals. 

It’s a sure way to cut costs. The drill will pay for itself 
in savings. 


Use Coupon for Complete Story 


WAPPAT 47 Braddock Ave. : a SE ee ere 
INCORPORATED Pittsburgh, Pa. { Address.............005. 


A Division of Simonds Saw & Steel Co. 
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——— = 
When Qhings 
Go Wrong 

~ELECTRICALLY 


2 Use the Practical 
Q POCKET- 
ss \ TESTER 







No. 1,778,883 


DETECTS 
FAULTS 


In Light and Motor Circuits, 
Spark Plugs, Household 
Appliances 






Tests Any Voltage Between 
100 and 550 A. C. or D. C.—No 
Switches Required 
L. S. BRACH MFG. CORP. 


NEWARK, N. J. TORONTO, CAN. 








A.C. Electric Plants 


ONAN ALTERNATING CURRENT 
ELECTRIC PLANTS furnish the same 
current as city service—I10 volt, 60 
cycle, A. C. Operate Radios, Water 
Systems, Refrigerators and all House- 
hold Appliances. 


Sizes 500 to 1,800 Watts 


Available from stock. No battery used 
except to start the engine. Ideal for places 
remote from electric servide such as farms, 
camps, lake homes; also for standby equip- 
ment, and sound amplification. 


Also a complete line of D. C. models, 350 
to 1,500 watts. 





Some Dealer’s Territory Available. 


D. W. ONAN & SONS 


352 Royalston Ave. Minneapolis, Minn. 
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PRACTICAL 
METHODS 




















Switch Box Racks for 
Temporary Work 
J. Livingston & Co., New York, 
uses these portable switch box racks 
for temporary work as shown in the 





THE STAND IS PORTABLE 


photo. This is made from planks and 


boards nailed together in a few min- 
utes. The stand may be taken from 
one part of the building to another 
if necessary so that the rack once 
built is used until the building is com- 
pleted. 





Armature Stand 


This armature stand was made 
from pipe and channel iron by 
Charles Menge, Jersey City. One 
side of the stand may be raised by 
screwing down on the round lock 
nut resting on the pipe top (see up- 
per right side of stand). This fea- 
ture is convenient in directing the 
flow of solder. Stand may also be 
widened to accommodate larger arma- 
tures. Channel iron at the right side, 
base of stand, fits over that on left 
and when slid out to proper width it 
is bolted fast (see bolt and slot in 
base). The cross pipe at the right 
slips over the smaller one on the left. 








B uy trom 


your jobber 


KLEINS are 
good enough 





te hd 


In the electrical field, “since 1857 
Klein Pliers have been the standard. 
Side-Cutting or Long Nose, Oblique- 
Cutting or Duck Bill—just the Pliers 
you want for every job. 


coos ACL EEN cons 


3200 BELMONT AVE., CHICAGO 
ARMSTRONG BROS. 
Adjustable Pipe Dies 

E ASY cutting, long lasting 

—ARMSTRONGBROS. 
cial Vanadium Tool Steel 
that takes a keener edge and 
holds it. 

“Drag” common to ordinary 
clearance from the cutting points. 
Chasers are “backed-off.” 

The knowledge gained through over 
40 years of specialization in metal cut- 
which have as additional improved 
features: Correct Cutting Angle, Cor- 
rect Throat Angle, and Ample Chip 
Clearance. 








Pipe Dies are made of spe- 
pipe dies is eliminated from these by 
ting tools is embodied in these dies 


Write for Cata- 
log P-10 — for 
description and 
prices of the 
**Better Pipe 
Tools’’ distin- 
guished by the 
Arm - and - Ham- 
mer Trade Mark. 





ARMSTRONG BROS. TOOL CO. 


“The Teol Holder People” 
341 N. Francisco Ave., CHICAGO, U.S. A. 











Au 
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A tray for commonly used tools is 
fastened to the pipe on the left with 





ADJUSTABLE AS TO HEIGHT 
AND WIDTH 


a loose band that allows the tray to 
be swung in any direction. 





Equipment for Testing for 
Motor Grounds 
For testing motors for grounds the 
Fredholm-Oman Co. of Rockford, 
Ill., has erected a breakdown test 
transformer and hooked it up in se- 





BREAKDOWN TEST TRANS- 
FORMER 


ries with the bank of six 60-watt, 
230-volt carbon lamps. There are 
three taps on the secondary which are 
connected to the test board and with 
220 volts on the primary these taps 
will deliver 700 volts, 900 volts and 
1600 volts in the secondary. The 
lamps protect the transformer and 
show approximate voltage leakage. 





| é o 3x9 e . 
‘Ganging-Up”’ Simplified 
ITH THESE ADAPTi Connectors you can 
assemble any of the entire 2500 Line of 

Gang Switch Boxes into a neat, rigid, perfectly- 
grounded group with less trouble than in any 
other way. Made in one, two, three, four and 
five way types, se as to fit any number of gangs 
needed; and used in place of the original re- Single a, 
movable outlets, 
as shown. A sim- 
ple, Adapti 
method of over- 
coming a_ trou- 
blesome diffi- 
culty. 


; = This cut shows two five-gang boxes 


No, 792—2-Gang connected together in tandem with 
a No. 795 connector lug. 


Saal Bie The Co. 


2996 East 72nd St., Cleveland, O. 


Write for 
Page 14 
of 


Catalog 
107 















Co., 225 East 4th St. 








FLOODLIGHTS 
for every purpose 


RREQUIREMENTS vary—so Kliegl floodlights are made in 
a number of different types to permit a selection best 
suited to your’ needs—giving the maximum light, at a mini- 
mum cost, with the utmost satisfaction. They are made for 
close-range or long-range lighting, with a concentrated or 
wide-spread light beam, and every unit is guaranteed, well 
made, highly efficient, and economical. 


Advise us about your conditions—what you want to light, 
and the problems that confront you. We will gladly offer 
recommendations, and send descriptive literature of our com- 


plete line of outdoor floodlights. 


UNIVERSAL ELEcTRic STAGE LIGHTING CO.. Inc. 
32! West 5Oth Srreet NEw Yor«. NY. 











' - NEW YORK CITY—A. Stone, 112 East 23rd St. 
‘No. Ivi—Kor 4-Gang Jobs CHICAGO—United El. Sales Co., 300 W. Adams 


BOSTON, MASS.—James H. Healey Co., 120 
Pearl St. 
PHILADELPHIA, PA. — Craven Electric 
Sales Co., 30 Bank St. 


No. eatin: * ~ ped Switch LOS ANGELES—American Electric Supply 
s . 











Vir-eAs?s 


No.1620 No.558 No.556 No.565 No.1600 No.1610 


KLIEGL OUTDOOR FLOODLIGHTS 
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MONEY SAVER 


Eliminates triple handling—unwind- 
ing—measuring and = rewinding 
wire, thus saving time and money. 
Manually operated—reels wire into 
neat coil, automatically counting 
and registering number of feet. 

Suengy built of heavy selected 
materials so as to last a lifetime. 











It Pays for Itself 


Send for bulletin. 
Write us or your jobber. 


a % Minneapolis Electric 


Wy, m® and Construction Co. 


80 S. 12th St. 
Minneapolis Minn 











Construction on B-L Rectifier 


Assemblies 


The B-L Assemblies illustrated above | 
are now housed in steel cabinets of new 
design, with added features . . . Cab- 
inets are of heavy gauge steel with alum- 
inum finished covers held in position by | 


4 screws . . . Mounting lugs conven- | 
iently located for easy installation . . . 
Porcelain bushings for intake and out- 
put . . . Ample ventilation on 4 sides. 
This type of cabinet construction lowers produc- | 
tion costs and enables us to quote reduced prices | 
and added discounts to jobbers and contractors. 
Wherever low-voltage direct-current is necessary, 
B-L Rectifiers will do the job quietly, efficiently, 
and usually at a lower cost. ey are ideal for | 
replacing storage batteries and furnish depend- | 
able rectified current for the operation of electric 
time clocks, signal systems, etc. Literature ex- 
laining their many uses and applications will 
e sent upon request. 


The B-L Electric Mfg. Co. 


Dept. C 
ST. LOUIS, MO., U.S. A. 











| use l-in. conduit and a 4-circuit box. 


A Clean Way of Using the 
Boring Machine 
The Dunn Electric Co., Cleveland, 
Ohio, has a neat and inexpensive 
way of. catching the dirt made by the 
boring machine while putting holes 


TRADE PAINE MARK 








, eae 





PAINE 
SECTIONAL SWITCH 
BOXES 


Conduit, BX, Loom, Romex 
Galvanized—Enameled 
BIG TIME SAVERS 
Easily Gangable 
Clean Knockouts 
EXCEPTIONALLY 
LOW PRICES 


Sample on request 
ASK YOUR JOBBER OR 
WRITE FOR PRICES 


THE PAINE COMPANY 


2945 Carroll Ave. Chicago, Ill. 
79 Barclay St. New York City 

















THE FUNNEL CATCHES ALL 
DIRT. 


in ceilings. As shown in the illustra- | 
tion, a funnel of the proper size is | 
slipped over the bit so it fits snugly. | 
All the plaster and shavings fall into 
the funnel. 








Show Case Wiring 
The Alliance Electric Company, 
New York, always has an eye to the 
future in department store show case | 
wiring. In running out from a col- 


YES! YOU CAN 
MAKE SALES 





HOW? 


SELLING 
LIGHT BY THE 


ROOMFULL! 


Current issue of Wiremold’s 
famous Business Builder, ‘‘The 
Wiremold Idea,’’ tells how to 
sell light by the SHOP FULL— 
STORE FULL—OFFICE FULL— 
ROOM FULL. Be sure to get 
your free copy. 


WiremorD 


WBB HEADQUARTERS 
HARTFORD, CONNECTICUT 


SAVES ON CHANGE-OVERS 


| umn to a show case floor outlet they | 





If another show case is to be lighted | 
nearby in the future only a short run | 
is necessary. As department stores | 


are continually changing the location 
of displays the saving of this method 
_ is considerable. | 
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Here is a partial list of those who have specified underfloor duct: 
















ABBOTT MERKT & Co. FRENCH & HUBBARD NEw YORK STATE 
ABEL A. F. GIBBERT ARCHITECT 
A. H. ALBERTSON Cass GILBERT PARKER THOMAS & RICE 













HOLABIRD & ROOT J. C. RUNYAN 
& FRENCH RUNYON & CAREY 
RAYMOND Hoop H. CRAIG SEVERANCE 
, GODLEY & SHREVE, LAMB & 
e FOouILHOUXx HARMON 
HOWELL & THOMAS SIMON & SIMON 
feoiae¢ | ec Ss HOWLAND & KREY CLIFTON E. SMITH 
SMITH. HINCHMAN & 
































STARRETT & VAN VLECK 
STEWARTSON & PAGE 


and engineers 4 
can’t be wrong e 





H. JOHNSON STONE & WEBSTER 
SULLIVAN JONES FRANK SUTTON 
KARN, INC. TAYLOR & FISHER 
KAISER, & TENNEY & OHMS 
DAVIES I. R. TIMLIN 
CHILDS & SMITH Kipp & KIDD TROWBRIDGE & 
CLINTON & RUSSELL R. D. KIMBALL LIVINGSTON 
HENRY IvEs CoBB BEVERLY S. KING HORACE TRUMBAUER 
CRAM & FERGUSON KIRKHAM & PARLETT UNITED ENGINEERS & 
Cross & CROSS CHARLES Z. KLAUDER CONTRACTORS 


LANG & WITCHELL WILLIAM VAN ALEN 


WALLEN LocKWOOD,GREENE&CO. VOORHEES, GMELIN & 
J. G. DAVENPORT LUDLOW & PEABODY WALKER 
DELANO & ALDRICH DAVID LYNN WALKER & GILLETTE 
DENSMORE, LECLEAR & MARYE, ALGER& WALKER & WEEKS 
ROBBINS VINOUR WARREN & WETMORE 
DIETEL & WADE McKim, MEAD & WHITE GEORGE WESCHLER, INC. 
. DUSENBURY J. H. MENCKE JAMES A. WETMORE 
Lewis E. EDEN MEYER, STRONG& JONES JOHN T. WINDRIM 
ELY & ELY Cuas. B, MEYERS Wappy Woop 


W. H. Emory, Jr. 
FELHEIMER & WAGNER 
I. H. FRANCIS . 


YORK & SAWYER 
ZANTSINGER, BORIE & 
MEDARY 


MONKS & JOHNSON 
BENJAMIN W. MORRIS 
NEILER, RICH & Co. 


oe 1921, when the first underfloor wiring sys- 
tem was installed, over 300 architects and en- 
gineers have specified underfloor duct. In the most 
prominent buildings throughout the country, hidden 
race-ways of duct, under the floor, meet every exist- 
ing demand for electric outlets and provide for 
future expansion. 

With tenants demanding underfloor duct, and 
considering the convenience and flexibility of 
wiring possible, your building cannot afford to be 
without it. 

Follow the experience of over 300 architects and 
engineers—include underfloor duct in your build- 
ing plans. 
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Manufacturers News 


A department for the announcement of activities of manu- 
facturers that are of interest to contractors, such as changes 
in executive personnel, branch offices, new products, etc. 


Frink Corporation Elects 
Officers and Directors 

At a recent meeting of the board of 
directors of the Frink Corporation, 
Long Island City, N. Y., the follow- 
ing officers were elected: 

John L. Dudley, chairman of the 
board; William H. Spencer, presi- 
dent; Robert Booth, vice-president 
and treasurer ; Louis Roth, vice-pres- 
ident, and Theo. J. Brassel, Jr., sec- 
retary and assistant treasurer. 

The new board of directors is com- 
prised of T. Towar Bates, Robert 
Booth, John L. Dudley, Charles G. 
Edwards, Paul Heinzelmann, J. A. C. 
Jansen, Clarence G. Michalis, Ferdi- 
nand L. Smithe, Melvin Spencer, W. 
H. Spencer and Willard U. Taylor. 

At this same meeting the Sterling 
Bronze Co., Inc., a division of the 
Frink Corporation, elected William 
H. Spencer, chairman of the board; 
Louis Roth, president ; Robert Booth, 
vice-president, and Theo. J. Brassel, 
Jr., secretary and treasurer. 





Harold E. Murphy, who, for many 
years, represented Colt’s Patent Fire 
Arms Mfg. Co. in the Michigan ter- 
ritory, has resigned to become a man- 
ufacturer’s agent in Chicago. He now 
represents Central Tube Co. and Gen- 
eral Devices & Fittings Co. in Illinois, 
Indiana, Iowa and eastern Wisconsin, 
maintaining offices at 1108 Engineers 
3uilding, Chicago. 


Formal Opening of New Plant 

On Saturday, June 27, Reflector & 
Illuminating Co. formally opened its 
new office and factory at 1431-1435 
West Austin Ave., Chicago. Over 


400 contractors, jobbers and dealers 
attended and were received by J. C. 
Herron, president, in his new office. 
Inspection tours were made by vari- 
ous groups and each department con- 
tributed its operation to a practical 








demonstration of the making of Ster- 
ling reflectors. 

A buffet luncheon was served at 
noon, with dancing and other forms 
of amusement furnished throughout 
the afternoon. Special entertainment 
was provided for the ladies, who at- 
tended in the evening, consisting of 
music, singing, refreshments and 
dancing. 





Samuel H. Couch Heads Board 

At a recent meeting of the S. H. 
Couch Co., North Quincy, Mass., 
Samuel H. Couch, who founded the 
company 37 years ago, and has served 
as both president and treasurer ever 
since, was elected chairman of the 
Board of Directors. 





Samuel H. Couch 


The other officers elected are 
Archie T. Morrison, president, who 
has been general manager for the 
past 13 years; J. Eric Atkinson, vice- 
president, who has been factory sales 
manager for five years; Donald F. 
Cameron, treasurer, and William 
Couch, director. 

The company also announces the 
acquisition of the Blake Signal and 


Manufacturing Co. and will continue 
to manufacture Blake insulated sta- 
ples at the Couch factory. Blake sales 
representatives will continue as 
Couch representatives for Blake in- 
sulated staples. 


G. E. Orders for First Half 

Gerard Swope, president of the 
General Electric Co., Schenectady, 
N. Y., announces that orders received 
by the company for the first six 
months of 1931 amounted to $141,- 
428,978, as compared with $190,313,- 
758 for the corresponding period last 
year. 





National Electric Products Corp., 
Pittsburgh and New York, announce 
the opening of their own branch at 
400 Potrero St., San Francisco, 
Calif. Garnett Young & Co., who 
represented the National Company, 
resigned April 8, taking effect July 


15. 





The Trumbull Electric Mfg. Co., 
Plainville, Conn., announces the ap- 
pointment of W. J. Batchler as sales- 
man covering the District of Colum- 
bia, Maryland, Virginia and North 
Carolina in place of F. G. Marden 
who has resigned. 





The Wadsworth Electric Mfg. Co., 
Inc., Covington, Ky., has published 
catalog No. 100-A, which fully de- 
scribes and illustrates Wadsworth 
safety electrical switches and distribu- 
tion panels. 





General Electric Supply Corp. of 
Buffalo, N. Y., has announced the 
opening of its new warehouse, show- 
rooms and offices at 151 West Mo- 
hawk Street. R. D. Glennie, division 
manager, is in charge of the Buffalo 
office. 
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New Electrical Products 








“Big Ben,” an open type diffus- 
ing floodlight combining a long 
range forward throw of light with 
adequate ground coverage in areas 
near the unit has been placed on 
the market by the Benjamin Elec- 
tric Mfg. Co. Des Plaines, IIl. 
It is constructed with a large inner 
reflector of oxidized aluminum sur- 
rounded by a larger porcelain en- 
ameled diffusing reflector and is 
weatherproof. Unit has cast alu- 
minum mounting bracket which 
cradles fixture in a 3-point support 
and vertical adjustment of 60 deg. 
Slip fitter base for attaching to 2% 
in. iron pipe allows fixture to be 
rotated horizontally with 2 heavy 
set screws provided in fitter. Fix- 
ture hood is fitted with removable 
cast aluminum cap carrying socket 
as a unit. Cap has 2 porcelain 
knobs at sides and fitted with a 
one-piece, porcelain insulated wire 
entrance bushing at bottom. Re- 
flector is finished green on outside 
and white inside, with all metal 
parts of aluminum or cadmium 
plate 





QD safety ceiling collars in 
porcelain enamel for corridor and 
low ceilings is announced by Quad- 
rangle Mfg. Co., Chicago. The col- 
lar is designed to provide shallowest 
construction consistent with prac- 
tical installation methods and has 
a screwless globe holder. Unit is 
made of vitreous enameling iron 
finished in three coats of porcelain 
enamel in light ivory finish. Other 
tints or white can be had upon re- 
quest. All collars have knockout 
for canopy switch. 





The Dunco line of miniature re- 
lays, known as “Mid-Gett” is being 
made in 8 contact arrangements by 
Struthers Dunn, Inc., Philadelphia. 
They are on standard bases, meas- 
uring 1% in. by 2% in., having 
3-legged stool principle of construc- 
tion, form-wound, moisture-proof 
coils, renewable contacts, accessible 
terminals, with moulded basis hav- 
ing a high di-electric. Units operate 
on from 6 to 120 volts a. c., or 24 
volts d. c. 








CORRECTION: The No. 950 
floodlight announced by the Mar- 
belite Art Products Co., Chicago, 
in our July issue should have read 
13% in. wide by 6 in. deep instead 
of 3% in. wide as announced. 











A porcelain side-outlet socket, 
Edison base size has been an- 
nounced by Pass & Seymour, Inc., 
Syracuse, N. Y. It can be supplied 
with either a %-in. or a %-in. nipple. 
The socket has a short body-over- 
all, height 2 in. The terminals are 
located in the top of the porcelain 
body. The cap and body are joined 
by means of a single center screw. 
The socket is of the two-piece type, 
consisting of porcelain body and 
metal cap. The nipple is formed 
as a part of the metal cap. 








The Square D Co., Detroit, Mich., 
announces a power filter unit for 
supplying noiseless, non-pulsating 
d.c. power from ordinary a.c. lines 
for use with sound producing appa- 
ratus. This unit has no moving 
parts, the action being entirely elec- 
trical, has large condenser capacity 
and low impedence. Output voltage 
can be maintained within close lim- 
its. Unit also does away with neces- 
sity of storage batteries and dry 
cells. It permits a.c. low voltage 
for ringing, besides d.c. for talking 
and avoids the necessity for special 
circuits and relays for cutting out 
a.c. power supply when system is 
in operation. 








General Electric Co., Schenec- 
tady, N. Y., announces type ALF-2 
floodlight designed for illumination 
of aprons in front of hangars, ap- 
proaches to buildings and interiors 
and exteriors of hangars. Unit is 
constructed of non-rusting metal, 
weatherproof, equipped with ad- 
justable, mogul screw base lamp 
socket for centering filament with 
respect to focal point of mirror and 
lens, has a Fresnel lens and 5 in. 
silvered-glass of spherical mirror; 
will accommodate either a 1000- 
watt, 115-volt, T-20 airway beacon 
lamp or a 500-watt, 115-volt, G-40 
lamp. It is furnished for mount- 
ing on flat surfaces (vertical or 
horizontal) or mounting on a 2 in. 
pipe. 
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Hidden Qualities 


That can not be seen are 
found in every length of 
“GALVADUCT" Rigid Steel 
Conduit. These "hidden quali- 
ties’ are in the protective 
zinc coating, applied electro- 
chemically — and remain 
there permanently. The zinc 
will not flake, crack or chip 


off. 
iS iN TNS 


[INSPECTED CONDUIT fii 


AN 





Manufacturers of high grade 
conduit for more than a 
third of a century. 


Garland Mfg. Co. 


Pittsburgh 





Penna. 








MARTIN 


Portable 
Vise Stand 





Two Sizes 
Do away that 
—small stand make-sbift bench 
with chain vise ._Carr the 
2 in. cap. with MARTIN with you 
bi vise 2% re. . gen- 
£,apees- uine time saver for 
fin: gosrsits welts" Setfen 
. =f Ww up . 
hinged “ss sbpreval. Write 


H. P. MARTIN & SONS 
Owensboro, Ky. 




















Position Open 


For a man who thoroughly 
knows the electrical contracting 
business from the technical and 
construction side, and can write 
about it there will be a worth- 
while opening shortly. This po- 
sition will involve some travel- 
ing. Location, Chicago. If in- 
terested write giving complete 
information about experience, 
education, age, nationality, salary 
requirements, etc. Address all 
inquiries to Box 831, Electrical 
Contracting, 520 N. Michigan 
Ave., Chicago. 











Division Sales Managers Meet 
The reports presented at the an- 
nual conference of the division sales 
managers and company executives of 
Van Cleef Bros., at its offices in Chi- 
cago, showed that the company’s 
business compared favorably with 
that of the last two years, and a 
marked pick-up was in evidence. 





Westinghouse Opens Lighting 
Studios in Cleveland 

A comprehensive display of light- 
ing equipment is included in the 
Westinghouse Lighting Studios just 
opened in Cleveland, Ohio. These 
studios are located in the Cleveland 
works of the Westinghouse Electric 
and Manufacturing Co., and are the 


Lighting Service. The studios include 
displays of exterior, interior and 
mobile color lighting, and the latest 
developments in street, airport, flood, 
commercial, industrial and mobile 
color lighting equipment. 

In addition to the above, the latest 
systems of control equipment are dis- 


resonant control, pilot wire control 
(series and multiple), photo-electric 
tube control, radiotron control, time 
switches and reactance dimmers. 





Gruber Brothers, 392 Broadway, 
New York City, announce their new 
catalog, Folio No. 31, featuring 
many recent designs in lanterns and 
exterior and interior fixtures. 





Appoints Quammen Manager 
of Philadelphia District 


D. J. Quammen has been appointed 
manager of the Philadelphia district 
office of Cutler-Hammer, Inc., Mil- 
waukee, Wis. Mr. Quammen suc- 
| ceeds Mr. F. J. Burd, who has been 
made assistant manager of the Chi- 
cago office of Cutler-Hammer. Mr. 
Burd will have charge of industrial 
sales in the Chicago district. 








| 


| B. S. Barnard & Co., 130 Lafay- 
| ette St., New York City, has just 
| published a catalog describing and il- 
| lustrating the tools and special equip- 
| ment used with the installation and 
| maintenance of electric conduit, cable 
| and wiring distribution ; underground, 

overhead and inside of buildings. 


latest addition to the Westinghouse | 








played in actual operation, including | 








































SHERMAN 


GROUND CLASPS 





Tx Sherman is the 
only all copper one 
piece clamp which can be drawn up abso- 
lutely tight. A screw driver is the only tool 
necessary to apply. It is the only ground 
clamp that can be used for either soldered 
or solderless connections. 

NEW TYPE 


CLAMP 


A new type 
of clamp 
combining 
the advan- 
tages of the 
well known 
Sherman 
Soldered 
Ground 
Clamp with 
a new sol- 
derless con- 
nection. 
Cannot work 
loose. Easy 


to apply. 

Wire is formed around 
clamp and under retain- 
ing washer in such 
fashion that strain is removed from wire yet 
the most positive joint as yet developed in a 
solderless ground clamp results. A positive 
and rigid solderless connection. 

Can be used as a soldered type by solder- 
ing wire in roll portion. 

Saves time—easiest to install. Highest 
quality—lower prsced. Clamps are flexible 
sheet copper—Stout bolts are treated to 
prevent corrosion. 


H. B. SHERMAN MFG. CO. 
BATTLE CREEK, MICHIGAN 

















Lowest 
Prices 


NATIONALLY 
ADVERT/SED RAD/O 
and ELECTRICAL 


OH 


Write for > 
this Book. 


YNYWN@\UN ES 


ELECTRICAL SUPPLY COMPANY 
WH ESALE ONLY ) 


606 W. ADAMS ST CHICAGO 
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FACTROLITE 
Adjustable 


By means of a patented cap-and-neck- 
bayonet locking device, the Factrolite 
Reflector may be raised or lowered in- 
stantaneously to light-center definitely 
various lamps as illustrated, insuring 
correct light distribution at all times. 
Heavy gauge, pure Aluminum, oxidized 
to silver-whiteness for perfect diffusion, 
is employed in Factrolite 16 inch refiec- 
tors. This material is permanent under 
all atmospheric conditions, cannot chip, 
crack, rust or yellow with age, 10% 
higher light output is guaranteed as well 
as whiter light. Adjustability will reduce 
stock requirements as Factrolite serves 
for practically all standard lamps. 
(Teowar A imoraner 


| a | Write for 


_ ww 


—¥ _ Samples 


an é __| TROWAT 


TeaT T ay 
oe =F} 
Protect your Eyes by Glare Elimination—Freedom 
from Dust Accumulation—Absolute Permanence— 
Perfect Distribution of Light—No Maintenance— 
Cost less than other equipment. Made in four 
styles to supply every system of direct and indirect 
illumination. As originators we offer a full line 
of units for TruWat. 
Write for Samples and C lete Literature 


Bryant Park Electric Lamp Co. 
260-262 West 41st St. - - New York City 
Manufacturer's Agents wanted for exclusive 


sales promotion acnme jobbers, dealers, 
industrials, etc. 








Bryant Park yw Lamp Co., 
260-262 W. 4ist St. 
New York City. 


Gentlemen: Please send us a sample of TruWat 
Reflector, also complete details on your entire line, 
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Of all the “Pitts- 


burgh’’ reflectors 
made since we began 
using our secret cop- 
pering process on Au- 
gust 1, 1916—not even 
1/1000th of 1%—not 
even one in one hun- 
dred thousand has 
ever been reported to 
us as having the back- 
ing crack, check or 
peel or the silver plat- 
ing tarnish. 








Floodlight No. FLC 501 
—One of a wide variety 
of Permaflector units for 
white and color flood- 
lighting. 





a big factor 
in business 


Modern business demands more and more light. Every city has its 
“Great White Way”. Illumination is the index of progress. The 
picture above shows the beautiful effect of Permaflector Flood 
Lighting on a business building. 


Contractors who have any problem of lighting—exterior or interior 
—are offered the benefits of our twenty years’ experience in fields 
of special illumination—flood lighting, show window lighting, cove 
lighting, or indirect lighting. 


Permaflector engineering insures correct principle and the economi- 
cal service which permanence of reflecting surface makes possible. 


Write for pocket catalog also the Permaflector Magazine 


PITTSBURGH REFLECTOR COMPANY 
Pittsburgh, Pa. 


304 Ross Street 








Permaflector 


THE SILVERED GLASS REFLECTORS WITH 
THE Permanent REFLECTING SURFAC! 
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with the CircLE T LINE 


TYPES’A Cand R.M 


Industrial Switches 


TYPE. “R. BY” Safety 
Switches—Side Operated 


MOTOR STARTING SWITCHES 


With commodity prices coming down industrial 
production costs must be cut. This.can only be 
done by using modern equipment. 

The “Circle T” line is modern in design and 
will give to factories the most economical switch 
operation. 

Now is the time for industrials to discard old 
switching equipment and substitute for it modern 

I “Circle T” Safety Switches. 


mn Sell industrial modernization using 
“Circle T” Products. 
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THE TRUMBULL ELECTRIC MANUFACTURING COMPANY 
PLAINVILLE CONNECTICUT 


New York Chicago 
803 Lincoln Bldg. @ GENERAL ELECTRIC @B ORGANIZATION 2001 W. Pershing Rd. 


Philadelphia Boston San Francisco Detroit Branch 
511-519 N. Broad St. 1002 Statler Bldg. Atlanta 432 Fourth St. 415 Brainard St. 











